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Dominion Energy Services, Inc, 

Law Department 

120 Tredegar Street. Richmond, VA 23219 
Dominion Energy,com 


Dominion 
Energy" 


Michael Regulinski 
Managing General Counsel 
(804)819 2794 phone 
(804) 819 2183 fax 

michael, regulinski@domin ionenergy.coni 


October 12, 2017 

The Honorable James Richard Perry 
Secretary of the Energy 
United States Department of Energy 
1000 Independence Ave, SW 
Washington, DC 20585 

Re: Report on Yorktown Units 1 and 2 Revised Construction Schedule — 

Order No. 202-17-4 

Dear Secretary Perry: 

Pursuantto Order No. 202-17-4 (the “Renewal Order”) issued on September 14,2017, by 
the Secretary of Energy (“Secretaiy”), PJM Interconnection, L.L.C. (“PJM”) and Virginia Electric 
and Power Company (“Dominion Energy Virginia”) respectfully submit the attached Skiflfes Creek 
Construction Transmission Outage Schedule and Yorktown Units I and 2 Emission Estimates as of 
October 9, 2017 (“Outage Schedule”). This submission is in accordance with the Secretary’s 
directive that PJM and Dominion Energy Virginia provide an updated outage schedule and 
associated Yorktown Units 1 and 2 emission estimates in the event the scliedule or emission 
estimates change from those presented in tlie PJM Renewal Application Filing dated August 24, 


2017 (“Renewal Application”).' 

Previously, on June 16, 2017 the Secretary issued Order No. 202-17-2 directing the 
operation of Yorktown Units 1 and/or 2 only as needed to ensure reliability for a 90 day period, 
subject to a dispatch methodology submitted to the Department of Energy (“DOE”) for review 


‘ Renewal Order at 2. The Renewal Order directs that every two weeks PJM and Dominion shall report the 
dates and associated emissions that the Yorktown Units 1 and/or 2 are operated, but does not specify the time 
to report changes to the Outage Schedule and estimated associated emissions. Nevertheless, this report is filed 
at the end of the second two week period after the Renewal Order was issued. 
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(“Order”).^ PJM filed for an extension of the Order on August 24 asserting that there is a continuing 
emergency in the North Hampton Roads area of the Virginia Peninsula and asked DOE to renew the 
Order for an additional 90 days. 

In the Renewal Application, PJM explained that construction of the Skiffes Creek 
Transmission Project began in July 10 2017 and is expected to take approximately 18-20 months.^ 
The Renewal Application provided the then current Skiffes Creek Construction Transmission Outage 
Schedule and Yorktown Units 1 and 2 Emission Estimates as of August 18,2017. The schedule 
included a construction schedule and plaimed transmission outage sequence, and Yorktown run and 
emission estimates. The schedule also provided actual emissions fiom the July 11-25 Yorktown unit 
runs, and the current estimated planned transmission outage time frames, transmission limiting 
contingencies. Dominion Zone load thresholds which trigger the need to operate Yorktown Units 1 
and/or 2, estimated run time in days, and Dominion Energy Virginia’s estimated emissions for the 
remainder of the Order period based on the run time estimates. The Renewal Application explained 
that “the construction schedule will likely change...” and PJM and Dominion Energy Virginia would 
provide DOE with revised construction schedules and estimated emissions with each renewal 
application under the Order.'* 

In the Renewal Order; the DOE determined that an emergency exists due to the shortage of 
electric energy and the shortage of facilities for the generation and transmission of electric energy.’ 
The DOE also determined an emergency exists due to the imminent possibility of implementing the 
North Hampton Remedial Action Scheme (“RAS”) under a range of both steady-state and 
contingency events, including potential transmission congestion preventing the delivery of available 
generation to the North Hampton Roads area.® For these reasons, the Secretaiy found that an 
emergency exists threatening imminent electric energy shortages, and that the Renewal Order is 

^ Order at 2. 

* Renewal Application at 3. 

'' Renewal Application at 4. 

* Renewal Order at 1, 

* Summary of Findings DOE Order No. 202-17-4 at 7. 
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necessaiy to address the emergency and serve the public interest in the North Hampton Roads area.’ 
The Renewal Order also directed PJM and Dominion Energy Virginia to provide an updated outage 
schedule and associated Yorktown Units 1 and 2 emission estimates in the event the outage schedule 
or emission estimates change from those presented in the PJM Renewal Application. 

The attached Outage Schedule includes a revised construction schedule and planned 
transmission outage sequence, and Yorktown run and emission estimates. The Outage Schedule also 
provides actual emissions from the July 11-25 and August 21-23 Yorktown unit runs, and the current 
estimated planned transmission outage time frames, transmission limiting contingencies, Dominion 
Zone load thresholds which trigger the need to operate Yorktown Units 1 and/or 2, estimated run 
time in days, and Dominion Energy Virginia’s estimated emissions for the remainder of the schedule 
based on the run time estimates. 

The planned transmission outages are coordinated between PJM and Dominion Energy 
Virginia to ensure the reliability of service in the area and to support the Skiffes Creek construction 
schedule. Dominion Energy Virginia management in consultation with PJM revised the construction 
schedule after further review and meetings with its contractors regarding the Time of Year ("TOY”) 
restrictions imposed by the Virginia Marine Resources Commission (“VMRC”) and the U.S. Army 
Corps of Engineers (“Corps”). The TOY restrictions are imposed to minimize impacts of the 
installation of transmission tower foundations on anadromous fish species. The TOY restrictions 
limit the dates Dominion Energy Virginia can install foundations for the transmission towers to be 
located in the James River. VMRC prohibits the installation of foundations in the shallow waters of 
the James River between Februaiy 15 to June 15 of any given year, and the Corps prohibits the 
installation of foundations in the deep waters of the James River between Februaiy 15 and November 
15 of any given year. Collectively, VMRC and Corps TOY restrictions prevent the installation of 
foundations in a continuous fashion, and finished foundations are needed to erect structures and start 


’ Renewal Order at 1, 
* Renewal Order at 2. 



pulling transmission Wires. As a result of the TOY restrictions, the plan for the Skiffes Creek Project 
is extended by approximately five and one-half months, from December 30,2018 to May 12,201 9. 

The construction schedule will likely change again. PJM and Dominion Energy Virginia 
will provide an updated outage schedule and associated Yorktown Units 1 and 2 emission estimates 
in the event the outage schedule or emission estimates change further as directed by the Renewal 


Order. 


REQUEST FOR CEII DESIGNATION 
The filing consists of the following: 

1. Non Public version of Creek Construction Transmission Outage Schedule and Yorktown 
Units 1 and 2 Emission Estimates as of October 9,2017 (password protected containing Critical 
Energy Infrastructure (“CEII”) material); and 

2. Public version of Creek Construction Transmission Outage Schedule and Yorktown Units 
1 and 2 Emission Estimates as of October 9,2017 (public version with CEII material redacted). 

In regard to the Non Public version, PJM respectfully requests the information submitted to 
the DOE be designated as CEII pursuant Federal Power Act (“FPA”) Section 215A(d) and the 

implementing regulations, 18 C.F.R. Section 388.113. 

In Fixing America’s Surface Transportation Act (“FAST”) Section 215A(a)(3)> CEII is 
specifically defined as information “designated as critical electric infrastructure information by ... 
the Secretaiy of the Department of Energy pursuant to subsection (d).”’ Under FPA Section 
215A(a)(3), CEII includes information that is submitted to the DOE, and designated as such by 

DOE.'® The regulations define CEII in pertinent part as follows; 

“/) Critical electric infrastructure information means information related to critical electric 
infrastructure ., .Provided to the Commission or other Federal agency ... that is designated as 
critical electric infrastructure information by the Commission or the Secretary of the 


® FAST Act, Pub. L. No. 114-94, section 61,003,129 Stat. 1312, 1776. k- t, 

‘0 FAST Act, Pub. L. No. 114-94, section 61,003,129 Stat. 1312. 1773 (“critical elect. c.nfrastructoe 
information means information... generated by or provided to the Commission or other Federal agency ... tha 
is designated as critical electric infrastructure information by the Commission or the Secretary pursuant to 

subsection (d)”)* 
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Department of Energy pursuant to section 215A(d) of the Federal Power Act. Such tem 
includes information that qualifies as critical energy infrastructure information under the 
Commission's regulations. Critical Electric Infrastructure Information is exeinpt from 
mandatoiy disclosure under the Freedom of Information Act, 5 U.S.C. 552(b)(3) and shall 
not be made available by any Federal, State, political subdivision or tribal authority pursuant 
to any Federal, State, political subdivision or tribal law requiring public disclosure of 
information or records pursuant to section 2I5A(d)(l)(A) and (B) of the Federal Power Act. 


2) Critical energy infrastructure information means specific engineering, vulnerability, or 
detailed design information about.,, existing critical infrastructure that: 

(i) Relates details about the production, generation, transportation, transmission, or 

distribution of energy; .. ,. .t. ^ 

(ii) Could be useful to a person in planning an attack on critical infrastructore; 

■ (iii) Is exempt from mandatory disclosure under the Freedom of Information Act, 5 U.S.C, 

552; and . m1i 

(iv) Does not simply give the general location of the critical infrastructure. 

PJM and Dominion Energy Virginia submits the redacted information is CEII because it 

provides details about the production, generation and transportation of energy, which if publically 

available could be useful in planning an attack on critical infrastructure in the North Hampton Road 


area of the Commonwealth of Virginia, namely the electric transmission system. 


Respectfully submitted. 


Steven R. Pincus 
Associate General Counsel 
PJM Interconnection, L.L.C. 

955 Jefferson Avenue 
Valley Forge Corporate Center 
Norristown, PA 19403-2497 
Phone: 610-666-4370 
Email: pmcus@.pim_.com 

Craig Glazer 

VP, Federal Government Policy 
PJM Interconnection, L.L.C. 


“ 18 C.F.R. Section 388.113(c)(1) and (2). 



cc: 


Michael C. Regulinski 
Managing General Counsel 
Dominion Energy Services, Inc. 

120 Tredegar Street,•RS-2 
Richmond, Virginia 23219 
Phone: (804) 819-2794 
Email; 

niichael.regulinski@.dominionenergv.com 


Pat Hoffman, U.S. Department of Energy 
Catherine Jereza, U.S. Department of Energy 
Rakesh Batra, U.S. Department of Energy 

Katherine Konieczny,U.S Department of Energy , o 

Sanjay Narayan, Sierra Club Environmental Law Program (Public Version of Outage Schedule) 
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Document 52 


From: Michael Regulinski 

To: Ralra. Rakesh 

Subject; FW: Report on Yorirtown Units 1 and 2 Revised Construction Schedule - Order No. 202-17-4 

Date: Thursday, December 07, 2017 9:33d)5 AM 

Attachments: PUBUC Skiffes Creek outages table UH)917 tdb emissions updates 10102017.Ddf 

FncfVDted Non-Puhlic Confidential CETl.zip 
nOF Rpnnrt Urxiated Outages 1(1 1217.Ddf 


Second try 

Michaei C. Regulinski 

Managing General Counsel 

Dominion Energy Services, Inc. 

tieline: 738-2794 

P; (804) 819-2794 

C; (b)(6) 

michael.regulinski(S)dominionenergy.com ___ ___ 

From: Michael Regulinski (Services - 6) 

Sent: Thursday, October 12,2017 4:39 PM 

To: The.Secretary@hq.doe.gov; Hoffman, Patricia; Catherine.Jereza@HaD0£.60V; Batra, Rakesh; 
Katherine.Konieczny@HCLDOE.GOV 

Cc: 'Pincus, Steven'; Bryson, Mike E.; Souder, David W.; Tam, Simon K.; Glazer, Craig; O'Hara, Chris; Burlew, 
James M.; Mohammed Alfayyoumi (VirginiaPower - IT) (mohammed.alfayyoumi@dominionenergy.com); 
Mike Barmer (VirginiaPower - IT) 

Subject: Report on Yorktown Units 1 and 2 Revised Construction Schedule - Order No. 202-17-4 

Confidentia l Contains CEII Material 

Dear Secretary Perry: 

PJM interconnection, LLC and Virginia Electric and Power Company, dba Dominion Energy 
Virginia, respectfully submit the following in compliance with Order No. 202-17-4: 

1. Report on Yorktown Units 1 and 2 Revised Construction Schedule; 

2. Public version of Skiffes Creek outages table (CEII material redacted); and 

3. Non-Public version of Skiffes Creek outages table (password protected contains CEII 

material). 

Please contact me if you have any questions. 

Michael C. Regulinski 
Managing General Counsel 
Dominion Energy Services, Inc. 
tieline: 738-2794 
P: (804) 819-2794 
C: (b)(6) 

mirhae!.regulinski(S)dominionenergv.com 


CONFIDENTIALITY NOTICE: This electronic message contains infoimation which may 
be legally confidential and or privileged and does not in any case represent a firm ENERGY 
COMMODITY bid or offer relating thereto which binds the sender without an additional 
express wiitten coufiitnation to that effect. The information is intended solely for the 
individual or entity named above and access by anyone else is unauthoiized. If you are not the 



intended recipient, any disclosure, copying, distribution, or use of the contents of this 
information is prohibited and may be unlawful. If you have received this electronic 
transmission in en-or, please reply immediately to the sender that you have received the 
message in error, and delete it. Thank you. 



Docunnent 53 


Fromj Michael Regutinski 

To: Batra. Rakesh 

Subject: 1 of 3 emails 

Date: Tuesday, December 05, 2017 11:30:31 AM 

Attachments: Pi IBI tr Skiffes rreek outages table 1011917 tdb emissions updates 10102017—pdf 


Michael C. Regulinski 
Managing General Counsel 
Dominion Energy Services, Inc. 
tieline: 738-2794 
P; (804) 819-2794 
C:{b){6) 

michael.regulinski(S)dominionenergy.com 


CONFIDENTIALITY NOTICE: This elechonic message contains infonuatiou which may 
be legally confidential and or privileged and does not in any case represent a finn E^RGY 
COMMODITY bid or offer relating thereto which binds the sender witliout an additional 
express written confmnation to tliat effect. The infonnation is intended solely for tlie 
individual or entity named above and access by anyone else is imautliorized. If you ^e not tlie 
intended recipient, any disclosure, copying, distribution, or use of the contents of this 
infonnation is prohibited and may be unlawful. If you have received this electronic 
transmission in en or, please reply inunediately to the sender that you have received the 
message in enor, and delete it. Thank you. 








Document 54 


From; Mkhae! Regufinski 

To; Batra. Rakesh 

Subject; 2 of 3 emails 

Dale; Thursday, December 07, 2017 9:33:01 AM 

Attachments: Encrypted Non-Public Confidential CEII.ZIP 


Michael C. Regulinski 
Managing General Counsel 
Dominion Energy Services, Inc. 
tieiine; 738-2794 
P; (804) 819-2794 
C:(b){6) 

michael.regulinski@dominionenergy.com 


CONFIDENTIALITY NOTICE: This electronic message contains information which may 
be legally confidential and or privileged and does not in any case represent a firm ENERGY 
COMMODITY bid or offer relating thereto which binds the sender witliout an additional 
express written confinnation to that effect. The infonnation is intended solely for the 
in^vidual or entity named above and access by anyone else is unauthorized. If you are not the 
intended recipient, any disclosme, copying, distribution, or use of the contents of this 
iiifoimation is prohibited and may be imlawfiil. If you have received this electr onic 
transmission in error, please reply iiiunediately to the serrder that you have received the 
message in eiTor, and delete it. Tliank you. 




NON-PUBLIC CONFIDENTIAL - CEII 





NON-PUBLIC CONFIDENTIAL - CEII 




NON-PUBLIC CONFIDENTIAL - CEII 



Outages scheduled to complete 5/12/2019. 


NON-PUBLIC CONFIDENTIAL - CEII 
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Document 55 


From: Michael Regulinski 

To! Batra. Rakesh 

Subjects 3 of 3 emails 

Date: Tuesday, December 05, 201711^31:13 AM 

Attachments: DOE Report Updated Outages 10 12 17.pdf 


Michael C. Regulinski 
Managing General Counsel 
Dominion Energy Services, Inc. 
tieline; 738-2794 
P; (804) 819-2794 
C; (b)(6) 

michael.regulinski@dominionenergy.com 


CONFIDENTIALITY NOTICE: This electronic message contains infoimatiou which may 
be legally confidential and or privileged and does not in any case represent a firm ENERGY 
COMMODITY bid or offer relating thereto which binds the sender without an additional 
express written confirmation to tliat effect. The infonnation is intended solely for the 
individual or entity named above and access by anyone else is unautliorized. If you aie not tlie 
intended recipient, any disclosuie, copying, distribution, or use of the contents of tliis 
infonnation is prohibited and may be unlawful. If you have received this electronic 
traiisniissiou in error, please reply immediately to the sender that you have received the 
message in enor, and delete it. Thank you. 



Document 56 


From: Ptncus, Steven 

To: Batra. Rakesh 

Subject: RE: Report on Yofktown Units 1 and 2 Revised Construction Schedule - Order No. 202-17-^ 

Date: Tuesday, December 05, 201711:29:33 AM 


I sent it. You might be having a problem due to its size. I will resend again. , 

From: Batra, Rakesh (mailto:Rakesh.Batra@Hq.Doe.Gov] 

Sent: Tuesday, December 05,2017 11:29 AM 
To: Michael Reguiinski; Pincus, Steven 

Subject; RE: Report on Yorktown Units 1 and 2 Revised Construction Schedule - Order No. 202-17-4 
External Email! Tliiuk before clicking links or attachments. 

Strange. I haven't received it yet. 

Rakesh ___.. 

From: Michael Reguiinski fmailto:michael.reeulinsk i@dominionenerKV.CQm1 
Sent: Tuesday, December 05, 2017 11:22 AM 

To: Batra, Rakesh <Rakpsh.Ratra@Ha.Doe.Gov >: Pincus, Steven <Steven.Pincus@pim.com> 

Subject: RE: Report on Yorktown Units 1 and 2 Revised Construction Schedule - Order No. 202-17-4 

Yes, at 10:30. I'll send again 

Michael C. Reguiinski 

Managing General Counsel 

Dominion Energy Services, Inc. 

tieline; 738-2794 

P: (804)819-2794 

C: (b)(6) 

mirhae!.regulinski@dominionene^rg^com^ _ __ _ _ __ 

From; Batra, Rakesh lmailto:Rakesh.Batra @Ha.Doe.Govl 

Sent: Tuesday, December 05,201711:20 AM 

To; Michael Reguiinski (Services - 6); Pincus, Steven 

Subject: (External] RE: Report on Yorktown Units 1 and 2 Revised Construction Schedule - Order No. 202- 
17-4 

Did you send it? 1 still haven't received it. 

Please confirm. 

Thanks, 

Rakesh 

From: Michael Reguiinski [mailto:michael.regulin ski@dominlonenergv.coml 
Sent: Thursday, October 12,2017 4:42 PM 

To: Secretary Perry < The.Secretarv@hQ.doe.gov> : Hoffman, Patricia 
<Pat.HQffman@hn.doe.gov> : Jereza, Catherine <Catherine.Jereza@HQ.Doe.Gov >; Batra, 
Rakesh < Rakesh.Ratra@Ha.Doe.Gov> : Konieczny, Katherine 
<Kathprine.KQniecznv@HQ.Doe.Gov> 

Cc; Pincus, Steven <Steven.Pinr.us@pim.com> : Bryson, Mike E. <Michael.Brvson@pim.com.>; 
Souder, David W. < :navid.SQuder@pim.com> : Tam, Simon K. <Slmon.Tam@Pim.cQm>: 
Glazer, Craip cCraiP Gla7er@nim.com> : O’Hara, Chris <Chris.OHara @pim.com>: Burlew, 
James M. clames.Rurlew@Dim.com> : Mohammed Alfayyoumi 










< mnhammpri.alfayvntjmi(5)clominionenergv.com >: Mike Barmer 
< mikR.harnner@clominionenerpv.com > 

Subject; RE: Report on Yorktown Units 1 and 2 Revised Construction Schedule - Order No. 
202-17-4 

The password for opening the Non-Public version of Skiffes Creek outages table is 

(b) (6) 

Michael C. Regulinski 
Managing General Counsel 
Dominion Energy Services, Inc. 
tieline: 738-2794 
P: (804)819-2794 
C: (b)(6) 

michael.regulinskiOdominionenergy.com _ __ 

From: Michael Regulinski {Services - 6) 

Sent: Thursday, October 12, 2017 4:39 PM 

To: The SRrretarv@hn.doe.gov: Hoffman, Patricia; Catherine.Je reza@HQ.DOE.GOV: Batra, 

Rakesh; Katherine.Koniecznv@HQ.DOE.GOV 

Cc: 'Pincus, Steven'; Bryson, Mike E.; Souder, David W.; Tam, Simon K.; Glazer, Craig; O'Hara, 

Chris; Burlew, James M.; Mohammed Alfayvoumi (VirginiaPower - IT) 
fmohammed.alfavvoumi@dominionenergv.com1 : Mike Barmer (VirginiaPower - IT) 

Subject: Report on Yorktown Units 1 and 2 Revised Construction Schedule - Order No. 202-17-4 

Confidential Contains CEII Material 

Dear Secretary Perry: 

PJM Interconnection, LLC and Virginia Electric and Power Company, dba Dominion 
Energy Virginia, respectfully submit the following in compliance with Order No. 202- 
17-4: 

1. Report on Yorktown Units 1 and 2 Revised Construction Schedule; 

2. Public version of Skiffes Creek outages table (CEII material redacted); and 

3. Non-Public version of Skiffes Creek outages table (password protected 

contains CEII material). 

Please contact me if you have any questions. 

Michael C. Regulinski 
Managing General Counsel 
Dominion Energy Services, Inc. 
tieline: 738-2794 
P: (804) 819-2794 
C:(b) (6) 

mirhael.rRgulinski@dominionenergv.com 


CONFIDENTIALITY NOTICE: This electronic message contains information 
which may be legally confidential and or privileged and does not in any case represent 
a firm ENERGY COMMODITY bid or offer relating thereto which binds the sender 
without an additional express written confirmation to that effect. The information is 
intended solely for the individual or entity named above and access by anyone else is 
unauthorized. If you are not the intended recipient, any disclosure, copying, 
distribution, or use of the contents of this information is prohibited and may be 






unlawflil. If you have received this electronic transmission in error, please reply 
immediately to the sender that you have received the message in error, and delete it. 
Thank you. 


CONFIDENTIALITY NOTICE: This electronic message contains information which may 
be legally confidential and or privileged and does not in any case represent a firm ENERGY 
COMMODITY bid or offer relating thereto which binds the sender without an additional 
express written confirmation to that effect. The information is intended solely for the 
individual or entity named above and access by anyone else is unauthorized. If you are not the 
intended recipient, any disclosure, copying, distribution, or use of the contents of this 
information is prohibited and may be unlawful. If you have received this electronic 
transmission in error, please reply immediately to the sender that you have received the 
message in error, and delete it. Thank you. 



Document 57 


From: 

To: 

Subject: 

Date; 


Mkbael Regulinsid 


RE: Report on Yorktown Units 1 and 2 Revised Construction Schedule - Order No. 202-17-4 
Tuesday, December 05, 2017 11:29:57 AM 


ril send separately 
Michael C Regulinskt 
Managing General Counsel 
Dominion Energy Services, Inc. 
tieline; 738-2794 
P; (804) 819-2794 
C:{b){6) 

michaeLregulinski@dominionenergy.com _ _ ___ 

From: Batra, Rakesh [mailto:Rakesh.Batfa@Hq.Doe.Gov] 

Sent: Tuesday, December 05,2017 11:29 AM 
To: Michael Reguiinski (Services - 6); Pincus, Steven 

Subject: (External] RE: Report on Yorktown Units 1 and 2 Revised Construction Schedule - Order No. 202- 
17-4 

Strange. I haven't received it yet 
Rakesh 

From: Michael Reguiinski fmailto:michael.reBulinski@dominio nenerEV.com1 
Sent: Tuesday, December 05, 201711:22 AM 

To: Batra, Rakesh <Rakesh.Batra@Ha.Doe.Gov >: Pincus, Steven < Steven.Pincus@pim,cojn > 
Subject: RE: Report on Yorktown Units 1 and 2 Revised Construction Schedule - Order No. 
202-17-4 

Yes, at 10:30.1'ii send again 
Michael C. Reguiinski 
Managing Genera! Counsel 
Dominion Energy Services, Inc. 
tieiine: 738-2794 
P; (804) 819-2794 
C; (b)(6) 

michael.regiilinski@dominionenergv.com _ _ 

From: Batra, Rakesh fmailto:Rakesh.Batra@Ha.Doe.Gov1 

Sent: Tuesday, December 05,2017 11:20 AM 

To: Michael Reguiinski (Services - 6); Pincus, Steven 

Subject: [Extemai] RE: Report on Yorktown Units 1 and 2 Revised Construction Schedule - Order 
No. 202-17-4 

Did you send it? I still haven't received it. 

Please confirm. 

Thanks, 

Rakesh 

From: Michael Reguiinski [mailto:michael.regulinski@dominionenerev.comi 
Sent: Thursday, October 12,2017 4:42 PM 

To: Secretary Perry <The.Secretarv@ha.doe.gov> : Hoffman, Patricia 
< Pat.Hoffman@hn.doe.gov> : Jereza, Catherine <Catherine.Jereza@Hq.Doe.Gov> : 









Batra, Rakesh < Rakesh.Batra@Hq.Doe.Gov >: Konieczny, Katherine 
< Katherinp.Knniecznv(5)Hq.Doe.Gov > 

Cc: Pincus, Steven < Steven.Pincus(Sipim.com >: Bryson, Mike E. 

< Mirhapl Rrvsnn@pfm.cnm >: Souder, David W. < David.Souder@pim.com >: Tam, 
Simon K. < Simnn.Tam@pjm.com >: Glazer, Craig < Craie.Giazer(a)pim,com >: O'Hara, 
Chris < Chris.nHarafapim.com >: Burlew, James M. < lames.Burlew@pim.com >: 
Mohammed Alfayyoumi < mohammed.alfavvoumi@dominiQnenergv.com> : Mike 
Barmer < mike.harmer@dominionenergv.com > 

Subject: RE; Report on Yorktown Units 1 and 2 Revised Construction Schedule - 
Order No. 202-17-4 

The password for opening the Non-Public version of Skiffes Creek outages table is 
(b){6) 

Michael C. Regulinski 
Managing General Counsel 
Dominion Energy Services, Inc. 
tieline: 738-2794 
P:(804)819-2794 
C:(b) (6) 

michael.regulinski(S)dominionenergv.com ___ 

From: Michael Regulinski (Services - 6) 

Sent: Thursday, October 12,2017 4:39 PM 

To: Thp SRrretarv@hn.dne.eQv: Hoffman, Patricia; Catherine.Je reza@HQ.DOE.GO_V: 
Batra, Rakesh; Katherine.Koniecznv@ HQ.DOE.GOV 

Cc: 'Pincus, Steven'; Bryson, Mike E.; Souder, David W.; Tam, Simon K.; Glazer, Craig; 
O'Hara, Chris; Burlew, James M.; Mohammed Alfayyoumi (VirginiaPower - IT) 
f mnhammpd.alfavvoijmi@dominionenergv.com i: Mike Barmer (VirginiaPower - IT) 
Subject: Report on Yorktown Units 1 and 2 Revised Construction Schedule - Order No. 
202-17-4 

Confidential Contains CEII Material 

Dear Secretary Perry: 

PJM Interconnection, LLC and Virginia Electric and Power Company, dba 
Dominion Energy Virginia, respectfully submit the following in compliance 
with Order No. 202-17-4: 

1. Report on Yorktown Units 1 and 2 Revised Construction Schedule; 

2. Public version of Skiffes Creek outages table (CEII material redacted); 

and 

3. Non-Public version of Skiffes Creek outages table (password protected 

contains CEII material). 

Please contact me if you have any questions. 

Michael C. Regulinski 
Managing General Counsel 
Dominion Energy Services, Inc. 
tieline: 738-2794 
P; (804) 819-2794 
C: (b)(6) 

mirhapl.regulinski fadominionenergy.com 










CONFIDENTIALITY NOTICE: This electronic message contains 
information which may be legally confidential and or privileged and does not in 
any case represent a firm ENERGY COMMODITY bid or offer relating thereto 
which binds the sender without an additional express written confirmation to 
that effect. The information is intended solely for the individual or entity 
named above and access by anyone else is unauthorized. If you are not the 
intended recipient, any disclosure, copying, distribution, or use of the contents 
of this information is prohibited and may be unlawful. If you have received this 
electronic transmission in error, please reply immediately to the sender that you 
have received the message in error, and delete it. Thank you. 


CONFIDENTIALITY NOTICE: This electronic message contains information 
which may be legally confidential and or privileged and does not in any case represent 
a firm ENERGY COMMODITY bid or offer relating thereto which binds the sender 
without an additional express written confirmation to that effect. The information is 
intended solely for the individual or entity named above and aceess by anyone else is 
unauthorized. If you are not the intended recipient, any disclosure, copying, 
distribution, or use of the contents of this information is prohibited and may be 
unlawful. If you have received this electronic transmission in error, please reply 
immediately to the sender that you have received the message in eiTor, and delete it. 
Thank you. 


CONFIDENTIALITY NOTICE: This electronic message contains information which may 
be legally confidential and or privileged and does not in any case represent a firm ENERGY 
COMMODITY bid or offer relating thereto which binds the sender without an additional 
express written confirmation to that effect. The information is intended solely for the 
individual or entity named above and access by anyone else is unauthorized. If you are not the 
intended recipient, any disclosure, copying, distribution, or use of the contents of this 
information is prohibited and may be unlawful. If you have received this electronic 
transmission in error, please reply Immediately to the sender that you have received the 
message in error, and delete it. Thank you. 



Document 58 


From; 

Mills, Brian 

TO! 

Koniecznv, Katherine 

CC! 

Batra, Rakesh: Rosenbaum. Matthew 

Subject; 

PJM 202(c) renewal 

Date: 

Tuesday, December 05, 2017 3:15:24 PM 


Do we have a draft renewal order ? 



Document 59 


From: 

To; 

Cc: 

Subject: 

Date: 

Attachments: 


Mills. Brian 
lereza. Catherine 

Batra. Rakesh : Rosenbaum. Matthew ; Smit h. JuliQ A (Oq 
PJM 202(c) Draft CX 

Tuesday, December 05, 2017 3:33:31 PM 
rx 2017 207 PIM 12 05 17 Draft.doc 


Attached is Draft CX for the subject renewal. 

As you can see, I need the Order # before 1 can finalize 
Brian 




Document 60 


From; 

Toi 

Subject: 

Date: 

Attachments: 


Michael Regulinski 
Ratra. Rakesh 
Phone Call 


Tuesday, December 05, 2017 3"52;16 PM 

NON PUBaC rONRDEMTIAl CEII Sidffes Creek outages 


fable 100917 tdh emtssions updates 10102017.adf 


Michael C. Regulinski 
Managing General Counsel 
Dominion Energy Services, Inc 
tieline; 738-2794 
P; (804) 819-2794 

C: (b)(6) 

michael.regulinski@dominionenergy.com 


CONFIDENTIALITY NOTICE: This electronic message contains infonnatiou which may 
be legally confidential and or privileged and does not in any case represent a firm EOTRGY 
COMMODITY bid or offer relating thereto which binds the sender without an additional 
express written confirmation to that effect. The infonnatiou is intended solely for Uie 
individiial or entity named above and access by anyone else is miautlionzed. If you me not tUe 
intended recipient, any disclosme, copying, distribution, or use of the contents of tins 
iiifoimation is prohibited and may be unlawful. If you have received this electi onic 
transmission in error, please reply iimuediately to the sender that you have received the 
message in enor, and delete it. Thank you. 





Document 61 


From; 

lereza^ Catherine 

To: 

frills, Brian 

Cc: 

Batra. Ralcesh: Rosenbaum. Matthew: Smith. Julie A (QEl 

Subject; 

RE: PJM 202(c) Draft CX 

Date: 

Tuesday, December 05, 2017 4:08:02 PM 


(b)(5) 


—--Origma! Message- 

From: Mills, Brian 

Sent: Tuesday, December 05, 2017 3:33 PM 

To: Jereza. Catherine <Catherine Jereza@HqDoe.Gov> 

Cc: Baha, Rakesh<Rakesh.Batra@HqXtoe.Go\'>; Roseubanm, Matthew <Mattliew.Rosenbaiiui@liq,doe.gov>; 
Smith, Julie A (OE) <rulieA.Smith@liq.doe.gov> 

Subject; PJM 202(c) Draft CX 

Attached is Draft CX for die subject renewal. 

As you can see, I need the Order # before I can finahze 
Brian 



From* B[ttn6r. Kathy (CX)NTR) 

To: Ratra. Rakesh 

Ccj lereza. Catherine 

Subject: RE: 2017-008959 - Yortoown Run Test Run Report (Order 202-17-1) 

pate: Wednesday, December 06, 2017 10:15:02 AM 

AttBchnients: 2017-r)0a959 - IfKorronQ.pdf 


Hi Rakesh aiid Katie, 

I believe that you both have received tliis, but wanted to send it just in case. 

(b) (5) 


Thanks, 


Kathy Bittner 

Correspondeuce Specialist 

ICF, Contr actor for U.S. Department of Energy 

Office of Electricity Delivery and Energy Reliability 

Plioiie: (202)287-5613 

Email: katliy.bittner@liq,doe.gov 



Oomirtfon EnBrgy $ervic05, Inc. 

Law Depanmeot 

120 tfedegaf SUsbL Richmorid. VA 23219 

Do*Tiiftlon Lnfl iflV .com 

Mlchncl Regulin$ki 

M(uiag!ng OtActnl Coitnsel 

Direct (fl04) 819-^794; Faalmile: (804)819 2183 

EfTHlI; inIchBcLreBu!lfiski@domlnio wiw rgy^com 


Dominion 
^ Energy 


December 1, 2017 


The Honorable Jamea Richard Perry 
Secretary of the Energy 
United States Departraent of Energy 
1000 Independence Ave, SW 
Washington, DC 20585 

Bfij Report on Yorktown Unite 1 and 2 Operations Pursuant to Order No. 202-174 
Dear Secretary Perry: 

As requested by DOE staff and pursuant to Order No. 202-17-4 (the “Order") issued on 
September 14,2017 by the Secretary of Energy ("Secretary"), PJM Interconnection, LLC C‘PJM") and 
Virginia Electric and Power Company ("Dominion Energy Virginia”) respectfijlly submits the attached 
spreadsheet (Attachment 1) that reflects historical operations and emissions data for Yorktown Units 1 
and 2 for die years 2015-2017, As requested by the DOE staff, the spreadsheet provides the same 
categories of information and in the same formatused in Attachment 3 of the September 28,2017 Report 
on Yorktown Units 1 and 2 operations. The spreadsheet is provided in accordance with the Secretary’s 
directive to report all dates on which Yorktown Units 1 and 2 are operated as well as the estimated 
emissions associated witli their operations.' 

Attacliment 1 shows the actual runtime and air emissions data for the period, and includes hourly 
runtime data for the equipment for the Yorktown units, and raw and calculated data showing emissions 
data associated with operations of the equipment. The Information reports hourly emissions of PM-10 
and S02 in pounds per hour and pounds per million BTU, and mercury in pounds per hour and pounds 
per trillion BTU (Mercury and Air Toxics Standards (MATS) format) for the operating period beginning 

’ Older at page 2, 


1 



Januaiy 1,2015, through November 26,2017. Additionally, Attachment 1 provides hourly emissions of 
NOx in pounds per hour, greenhouse gases (as C02) in tons per hour, lead in pounds per hour, HCl in 
pounds per hour, HF in pounds per hour, and CO in pounds per hour. NOx and S02 emissions are based 
on valid hours of Continuous Emissions Monitoring System (GEMS) data for the period. For the period 
beginning July 21,2017, through November 26,2017, PM40 emissions are based on the emission factor 
derived from the July 21,2017, stack test (0.0168 Ibs/mmBtu con-ected to 0.1143 Ibs/mmBtu calculated 
for PM-10 filterable plus condensable). For the period beginning June 3,2015, through July 20,2017, 
PM-10 emissions are based on the emission factor derived from the June 3,2015, stack test (0,015 
Ibs/mmBtu corrected to 0.087 Ibs/mmBtu calculated for PM-10 filterable plus condensable). For the 
period beginning Januaiy 1,2015, through June 2,2015, PM-10 emissions are based on the emission 
factor derived ftom the July 29,2014, stack test (0.035 Ibs/mmBtu corrected to 0,1255 Ibs/mmBtu 
calculated for PM-10 filterable plus condensable). C02 emissions are based on valid GEMS hours for 
the operating period. All other emissions were calculated using emission factors from AP42, Fifth 
Edition, Volume 1, Chapter 1; External Combustion Sources and calculated hourly coal consumption in 

tons? 

PJM and Dominion Energy Virginia respectfully submits the information in this report be 
accepted by the Secretaiy as compliant with the Order’s directives to report all dates on which Yorktown 
Units 1 and 2 are operated well as the estimated and actual emissions associated with their operations. 


^ Mercury and lead emissions were calculated ustog AP-42. Table 1.1-18, CO emissions were calculated using 
emission fectors from AP-42, Table 1.1-3. Total HAP metals and individual HAP metals are not provided because 
MATS Table 2 (40 CFR 63, Subpart UUUUU) provides for compliance with either the PM limit or total non- 
“,21: W mil Umit. »indMfcl HAP „.U.. D.ml»ion EnW Virgin., i. pmvldin| PM-10 .m.mi™ *r 

the purposes of MATS. HCl and HF emissions were calculated usmg emission fectors from AP-42, table l.l 15, 
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Respectfully submitted, 



Managing General Counsel 
Dominion Energy Services, Inc. 

120 Tredegar Street, RS-2 
Richmond, Virginia 23219 
Phone: (804) 819-2794 

Email: michael.regulinski@doniinionenergy.cotti 


Steven R. Pincus 
Associate General Counsel 
PJM Interconnection, L.L.C. 
955 Jefferson Avenue 
VaUey Forge Corporate Center 
Norristown, PA 19403-2497 
Phone: 610-666-4370 
Email: pincus@,pim.com 


cc: Pat Hoffman, U.S. Department of Energy 
Catherine Jereza, U.S. Department of Energy 
Rakesh Batra, U.S, Department of Energy 
Casey Roberts, Sierra Club Environmental Law Program 
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StantonJKIm^^ 


From: 

Sent: 

To; 

Cc: 

Subject: 

Attachments; 


Michael Regulinski <michael.regulinski®domlnionenergy,com> 

Friday, Decetnber 01, 2017 3:10 PM 

Secretary Perry; Hoffman, Patricia; Jereza, Catherine; Batra, Rakesh; Konieczny, Katherine 
Bryson, Mike E.; Souder, David W,; Tam, Simon K,; Glazer, Craig; O’Hara, Chris; 
casey,roberts@sierraclub.org; Robinson, Evelyn; Pincus, Steven 
Order No, 202-17-4 Report on Yorktown Operations 

Attachment 1 Yorktowrr Hourly Emissions Data VALUES 2015 thru 2017.k!sx; 2017-12-01 
Dominion Energy letter to Secretary Perry.pdf 


Please see attached Yorktown Report requested by DOE staff submitted by PJM Interconnection and Dominion Energy 
Virginia, Please let me know if you have any questions. Thanks, Mike 

Michael C. Regulinski 
Managing General Counsel 

Dominion Energy Services, Inc. 
tieline: 738-2794 
P: (804) 819-2794 

C:l{b)(6) 

michael.regulinskl@dominionenergy.com 


CONFIDENTIALITY NOITCE: I'his electronic message contains information which may be leg^ly 
confidential and or privileged and does not in any case represent a firm ENERGY COMMODITY bid or oifer 
relating thereto which binds tlic sender without an additional express written confirmation to that effect. The 
information ia intended solely for the individual or entity named above and access by anyone else is 
unauthorized, If you are not the intended recipient, any disclosure, copying, distribution, or use ot the contents 
of tliis information is prohibited and may be unlawful. If you have received this electronic ttan.smis.sion in error, 
please reply immediately to the sender that you have received the ineasage in error, and delete it. Thank you. 






Document 63 


From: 

Konlecznv. Katherine 

To: 

Batra, Rakesh: Drake. ChristoDher 

Cc; 

Mills. Brian: Jereza. Catherine: Rosenbaum. Matthew 

Subject: 

RE: PJM/Dominion 202 (C) Renewal Order 

Date: 

Thursday, December 07, 2017 8:54:50 AM 


(b) (5) 


Thank yolu 
Kathy 

-Oiiginal Message- 

From: Batra, Rakesli 

Sent: Thursday, December 07,2017 8:43 AM 

To: Konieczny, Katlieiine <Katherine.Koiiieczny@Hq.Doe.Gov>; Drake, Cluistopher 
<Cliristopliei\Drake@hq.doe .gov> 

Cc: Mills, Brian <Brian,Mills@hq.doe.goV>; Jereza, Catherine <CatherineJere 2 a@Hq.D 0 e.Gov>; Rosenbaum, 
Matthew <Matthew.Rosenbaum@hqdoe.gov> 

Subject: PJM/Domiiiion 202 (C) Renewal Order 

Kathe/Chiis: 

Please update us the status of PJM/Doininion 202 (C) Renewal Order, (b) (6), (b) (5) 


Thanks, 
Rakesh Batra 
202-586-1283 


Document 64 


Fronis 

|<oniecznv. Katherine 

To: 

Batra, Rakesh; Drake. ChristODher 

Cc: 

Mills, Brian: Jereza. Catherine: Rosenbaum. Matthew 

Subject: 

RE: PJM/Dominion 202 (C) Renewal Order 

Dates 

Thursday, December 07, 2017 9:33:50 AM 


Thanks! (b) (5) 


-Oiiginal Message— 

From: Batra, Rakesli 

Sent: Thursday, December 07,2017 9:28 AM 

To: Konieczny, Kaflieiiue <Katherme.Kouieczny@Hq.Doe.Gov>; Drake, Cliristophei' 
<ChristoplierDrake@hq-doe .gov> 

Cc: Mills, Brian <BiiaaMills@hq,doe.goV>; Jereza, Catherine <CailiermeJereza@Hq*Doe,Gov>; Rosenbaum, 
Matthew <Mafthew.Roseiibaum@hq.doe.gov> 

Subject: RE: PJM/Dominioii 202 (C) Rene^ival Order 

Please find attached Action Memo for your review. 

Tliaiiks, 

Rakesh 

-Original Message- 

From: Koiiieczny, Katherine 

Sent: Thursday, December 07,2017 8:55 AM 

To: Batra, Rakesh <Rakesh.Batni@Hq.Doe.Gov>; Drake, Christopher <Christopher.Drake@hq.doe.gov> 

Cc: Mills, Brian <Brian.Mills@hq.doe.gov>; Jereza, Catherbe <Calherbe.Jereza@Hq.Doe.Gov>; Rosenbaum, 
Matthew <Matthew.Roseiibaum@hq.doe.goV> 

Subject: RE: PJM/Doniiiuon 202 (C) Renewal Chtler 

(b)(5) 


Thank you, 

Kathy 

-Original Message—-- 

From: Batra, Rakesh 

Sent: Thursday, December 07,2017 8:43 AM 

To: Konieczny, Katherine <Katberiiie.Konieczny@Hq.Doe.Gov>; Drake, Christopher 
<Cbristopher.Drake@l\q.doe.gov> 

Cc: Mills, Brian <Brian.Mills@liq.doe.go\'>; Jereza, Catbeiine Catherine Jereza@Hq.Doe.Gov>; Rosenbaum, 
Matthew <Matthew,Roseubaum@hq.doe.gov> 

Subject: PJM/Dominioii 202 (C) Renewal Order 

Kathe/Chris: 

Please update us the status of PIM/Doniinioii 202 (C) Renewal Order (b) (5), (b) (6) 


{b)(5), (b) (6) 

Thanks, 
Rakesh Batra 
202-586-1283 



Document 65 


From: 

To: 

Cc: 

Subject: 

Date: 

Attacbnieots: 


Mills. Brian 

Konieczny. Katherine: Batra, Rakesfa; Drake. Christopher 
lefe 7 a. Catherine: Rosenbaum. Matthew; Smith. Julie A {QEJ 
RE; PJM/Dominion 202 (C) Renewal Order 
Thursday, December 07, 2017 9:53:34 AM 
CX 2017 202 PJM 12 07 17.dQc 


Kathy: 

DiaftCX attached, (b) (5) 
Brian 


-Original Message- 

From: Koiiiecziiy,. Katlieriiie 

Sent: Thursday, December 07^ 2017 8:55 AM 

To: Batra, Rakesh <Rakesli.Batra@Hq.Doe.Gov>; Drake, airistopher<airistoplier.Drake@liq.doe.gov> 

Cc; Mdls, Biiai <Biiau.Mills@liq.doe.gov>; Jereza, Catlieriiie <Catiierine.Jereza@Hq.Doe.Gov>; Rosenbaum, 
Matthew <Matthew.Rosenbaum@liq.doe.gov> 

Subject: RE: PJM/Dominion 202 (C) Renewal Order 

(b)(5) 


Thank you, 
Kathy 


-Original Message- 

From: Batra, Rakesh 

Sent: Thursday, December 07,2017 8:43 AM 

To: Konieczny, Katherine <Katlierine.Konieczny@Hq.Doe.Gov>; Drake, Christopher 
<Christopher.Drake@bq.doe.gov> 

Cc: Mills, Brian <Brian.Mills@liq,doe.gov>; Jereza, Catherine <Catheriite.Jereza@Hq.Doe,Gov>; Rosenbaum, 
Matthew <Matthew.Rosenbaum@hq.doe.gov> 

Subject: PIM/Dominion 202 (C) Renewal Order 

Kathe/Chris: 

Please update us the status of PJM/Dominion 202 (C) Renewal Order, (b) (5), (b) (6) 


Thanks, 
Rakesh Baha 
202-586-1283 



Document 66 


From: 

Koniecznv. Katherine 

To: 

Mills, Brian; Batra. Rakesh; Drake. ChristODher 

Cc; 

lereza. Catherine; Rosenbaum, Matthew; Smith. Julie A (OEl 

Subject; 

RE; PJM/Dominion 202 (C) Renewal Ofder 

Date: 

Thureday, December 07, 2017 9:56:24 AM 


(b)(5) 


-Oiiginal Message- 

Fioni: Mills, Brian 

Sent: Thursday, December 07, 2017 9:54 AM 

To: Konieczny, Katheiine <Katherine.Kouieczny@Hq.Doe.Gov>; Batra, Rakesli <Rakesh,Batra@HqDoe,Gov>; 
Drake, Cliristophei* <Cliristopher,Dnike@liq.doe.gov> 

Cc: Jereza, CaUierine <Catherine.Jereza@Hq,Doe.Gov>: Rosenbaum, Matthew 
<Matthew.Roseiibanni@hq.doe.gov>; Smitli, Julie A (OE) <JulieA*Smitli@hq.doe*gov> 

Subject: RE: PJM/Donmioii 202 (C) Renewal Order 

Kathy: 

Draft CX attached, (b) (5) 

Brian 

-Original Message- 

From: Koiiieczny, Katherine 

Sent: Tliursday, Decejnber 07,2017 8:55 AM 

To; Batra, Rakesh <Rakesh,Batai@Hq.Doe,Gov>; Drake, Christopher <Christopher.Drake@hq.doe.gov> 

Cc; Mills, Brian <Briaii.Mills@Jiq.cloe.goV>; Jereza, Catherine <Catherine.Jereza@Hq.Doe.Gov>; Rosenbaum, 
Matthew <Matthew.Rosenbauin@hq.doe.gov> 

Subject; RE; PJM/Dominion 202 (C) Renewal Order 

(b)(5) 


Thank you, 

Kathy 

-Original Message- 

From: Batra, Rakesli 

Sent: Thursday, December 07, 2017 8:43 AM 

To: Koniecmy, Kadieiine <KatherineKomeczny@HqDoe.Gov>; Drake, Christopher 
<Cliristopher.Drake@hq.doe .gov> 

Cc: Mills, Brian <Brian>Milis@liq.doe,gov>; Jereza, Catherine <Catherme.Jereza@Hq.Doe.Gov>; Rosenbaum, 
Matthew <Matthew.Rosenbaum@liq.doe.go\'> 

Subject: PJM/Domiiuon 202 (C) Renewal Order 

Kathe/Chiis: 

Please i^date us the status of PJM/Donihiion 202 (C) Renewal Order, (b) (5), (b) (6) 



(b) (5). (b) (6) 

Thanks, 

Rakesh Batra 
202-586-1283 



Document 67 


From; 

To; 

Subject: 

Date; 

Attachments: 


Birtner. Kathv (CQNTR’^ 

Jereza. Catherine ; J 
RE: 2017-008921 - PJM renewal request 
Thursday, December 07, 2017 12:23:29 PM 
2017-008921-Action Memo to SI 12.8.17.dQCX 


Hi Katie and Rakesh, 

Attached please find the Action Memo from the last package, (b) (5) 


Thanks, 

Kathy Bittner 

Correspondence Specialist 

ICF, Contractor for U.S. Department of Energy 

Office of Electricity Delivery and Energy Reliability 

Phone: (202)287-5613 

Email: kathy.bittner@hq.doe.gov 


-Original Message- 

From: Jereza, Catherine 

Sent: Friday, December 01, 2017 2:14 PM 

To: Bittner, Kathy (CONTR) <Kathy.Bittner@hq.doe,gov>; Batra, Rakesh <Rakesh.Batra@Hq.Doe.Gov> 
Subject: RE: 2017-008921 - PJM renewal request 

Hi Kathy - The order must be issued on or before December 13, which is a Wed. (b) (5) 


Thanks 

Katie 

-Original Message- 

From: Bittner, Kathy (CONTR) 

Sent: Friday, December 01,2017 2:04 PM 
To: Batra, Rakesh <Rakesh.Batra@Hq,Doe.Gov> 

Cc: Jereza, Catherine <Catherine.Jereza@Hq.Doe.Gov> 

Subject: 2017-008921 - PJM renewal request 

Good afternoon Rakesh, 

I wasn’t sure if you and Katie have received this correspondence already, but wanted to make sure, (b) (5) 


Thanks, 

Kathy Bittner 

Correspondence Specialist 

ICF, Contractor for U.S. Department of Energy 






Office of Electricity Delivery and Energy Reliability 

Phone: (202)287-5613 

Email: kathy.bittner@hq.doe.gov 



Dociunent 68 


From; 

To; 

Subject; 

Date; 

Attachments: 


Jereza. Catherine 
Batra, Rakesh 

PW: 2017-008921 - PJM renewal request 
Thursday, December 07, 2017 12:27:24 PM 
2017-008921- Acdon Memo to SI 12«8>17.docx 


I believe it should go fliroiigli Mark W. Meiiezes Under Secietary of Energy 

-Original Message- 

From: Bittner, Kathy (COTvi lK) 

Sent: Thursday, December 07,2017 12:23 PM 

To: Jereza, Catherine <Catlierine.Jereza@Hq,Doe.Gov>; Baha, Rakesli <RakeslLBaha@Hq.Doe.Gov> 
Subject: RE: 2017-008921« PJM renewal request 

Hi Katie and Rakesli, 

Attached please find the Action Memo firoin the last package, (b) (5) 


Thaidcs, 

Kathy Bittner 

Correspondence Specialist 

ICF, Contractor for US, Depailnieiit of Energy 

Office of Electricity Delivery and Energy Reliability 

Phone: (202)287-5613 

Email: kathy,bittiiei@hq.doe.gov 


-OriguiaJ Message- 

From: Jereza, CatlieiTiie 

Sent: Friday, December 01,2017 2:14 PM 

To: Bittner, Kathy (CONTR) <Kathy.Bittner@Iiq.doe.gov>; Batra, Rakesh <RakeslLBatra@HqDoe,Gov> 
Subject: RE: 2017-008921 - PJM renewal request 

Hi Kathy - The order must be issued on or before December 13, which is a Wed. (b)(5) 


Tlianks 

Katie 

-Oiiginal Message- 

From: Bittner, Kathy (CONTR) 

Sent: Friday, December 01, 2017 2:04 PM 
To: Batra, Rakesh <Rakesh.Batra@Hq,Doe.GoV> 

Cc: Jereza, Catherine <Catherine,Jereza@Hq,Doe.Gov> 
Subject: 2017-008921 - PJM renewal request 

Good afternoon Rakesh, 


1 wasnT sure if yon and Katie have received tliis conespoiidence already, but wanted to make sure, (b) (5) 





(b) (5) 


Thanks, 

Kathy Bittner 

Coirespondence Specialist 

ICF, Conttactor for U.S. Department of Energy 

Office of Electricity Delivery and Energy Reliability 

Phone; (202)287-5613 

Email: kathy.bittner@hq.doe.gov 



Document 69 


From: 

To; 

Cc; 

Subject: 

Koniecznv. Katherine 

Batra. Rakesh: Drake. Christooher 

Brian! lereza. Catherine: Rosenbaum. Matthew: King-Giimofe, Chnsty; Mumme^ BetUna, 

RE: PJM/Dominion 202 (C) Renewal Order 

Date: 

Thursday, December 07, 2017 1:01:05 PM 

AttBchments; 

?ni7^mm92l- Action Memo to SI 12.8.17 GC76.docx 

rx 7017 202 PJM 12 07 17.doc 

nOAFT Order 202-18-2 as of 12-7 ITnm.docx 

DRAFT Order 202-18-2 Sumaiarv of Rndinas 12-7 iZnm.docx 

Importance: 

High 


Tlie di^ i’enewal package is attaclied, (b) (5) 

As always, please closely review the draft ordei' and suiiunaiy of findings for any inaccui acies, as we don't pretend 
to be tlie eiigineeis herel 

(b)(6) 

Thaiikyolu 

Kathy 


-Original Message- 

Finni: Batra, Rakesli 

Sent: Thursday, December 07,2017 9:36 AM 

To: Konieczny, Katlierine <Katherine.Koiueczny@Hq.Doe.Gov>; Drake, Cliristopher 
<Ciiristop!ier.Drake@liq,doe.gov> 

Cc: Mills, Brian <Brian,Mills@hq.doe,gov>; Jereza, Catherine <CatherineJeteza@Hq,Doe.Gov>; Rosenbaum, 
Mattliew <Mattliew.Rosenbauin@Jiq.doe.gov> 

Subject: RE: PJM/Doniiniou 202 (C) Renewal Order 

Yes Please. 

-Original Message- 

From: Konieczny, Katherine 

Sent: Thursday, December 07,2017 9:34 AM 

To; Batra, Rakesli<Rakesh.Batra@Hq.Doe.Gov>; Drake, Christopher <Christopher,Drake@hq.doe.go\'> 

Cc: Mills, Brian <Brian.Mills@hq.doe.go\'>; Jereza, Catherine <Catherine,Jereza@Hq.Doe.Gov>; Rosenbaum, 
Matthew <Mattiiew.Roseiibauin@liq.doe.gov> 

Subject: RE: PJM/Doniinion 202 (C) Renewal Order 

Thanks! (b) (5) 


-Original Message- 

From: Batra, Rakesh 

Sent: Thursday, December 07,2017 9:28 AM 

To: Konieczny, KaOieriue <Katherine.Konieczny@Hq.Doe.Gov>; Drake, ChiTstopher 
<Christopher.Drake@liq. doe .gov> 

Cc: Mills, Brian <Brian.Mills@liq.doe.gov>; Jereza, Catheiine <Catherine.Jereza@Hq.Doe.Gov>; Rosenbaum, 
Matthew <Matthew.Rosenbaum@liq.doe.gov> 

Subject: RE: PJM/Dominiou 202 (C) Renewal Order 

Please find attached Action Memo for your review. 


Thanks, 




Rakesh 


-Original Message- 

From: Konieczny, Katherine 

Sent: Thursday, December 07, 2017 8:55 AM ^ 

To* Batra Rakesh <Rakesh.Batra@Hq.Doe.Gov>; Drake, Christopher <ChristophenDrake@hq.doe.gov> 

Cc: Mills’ Brian <Brian.Mills@hq.doe.gov>; Jereza, Catherine <Catherine.Jereza@Hq.Doe.Gov>; Rosenbaum, 
Matthew <Matthew.Rosenbaum@hq.doe.gov> 

Subject: RE: PJM/Dominion 202 (C) Renewal Order 


(b) (5) 


Thank you, 

Kathy 

-Original Message- 

From: Batra, Rakesh 

Sent: Thursday, December 07,2017 8:43 AM 

To: Konieczny, Katherine <Katherine.Konieczny@Hq,Doe.Gov>; Drake, Christopher 

<Christopher,Drake@hq,doe.gov> ^ r> u 

Cc: Mills, Brian <Brian.Mills@hq.doe.gov>; Jereza, Catherine <Catherine.Jereza@Hq.Doe.Gov>; Rosenbaum, 
Matthew <Matthew.Rosenbaum@hq.doe.gov> 

Subject: PJM/Dominion 202 (C) Renewal Order 

Kathe/Chris: 

Please update us the status of PJM/Dominion 202 (C) Renewal Order, (b) (5), (b) (6) 


Thanks, 
Rakesh Batra 
202-586-1283 





Document 70 


From: Mills. Brian 

To: Koniecznv. Katherine : Batra. Rakesh: Drake. Christopher ^ 

Subject: RE: PJM/Dominion 202 (C) Renewal Order 

Date: Thursday, December 07, 2017 3:15:00 PM 

Attachments: CX 202 18 2.pdf 


A review of the spreadsheet indicates that the units have been fired up parts of 20 days since June 14. (some days for 
less than 1 hour). 

Page 2 Of 3 Findings discussion: 

” To date, in accordance with Order Nos. 202-17-2 and 202-17-4, PJM reported operation of Yorktown Units 1 
and/or 2 for all or part of 20 days" 

-Original Message- 

From: Konieczny, Katherine 

Sent: Thursday, December 07,2017 1:01 PM 

To: Batra, Rakesh <Rakesh.Batra@Hq.Doe.Gov>; Drake, Christopher <Christopher.Drake@hq.doe.gov> 

Cc: Mills, Brian <Brian.MiIis@hq.doe.gov>; Jereza, Catherine <Catherine Jereza@Hq.Doe.Gov>; Rosenbaum, 
Matthew <Matthew.Rosenbaum@hq.doe,gov>; King-Gilmore, Christy <Christy.King-Gilmore@hq.doe.gov>; 
Mumme, Bettina <Bettina.Mumme@hq.doe.gov> 

Subject: RE: PJM/Dominion 202 (C) Renewal Order 
Importance: High 

The draft renewal package is attached, (b) (5) 

As always, please closely review the draft order and summaiy of findings for any inaccuracies, as we don't pretend 
to be the engineers here! 

(b)(6) 

Thank you, 

Kathy 

-Original Message- 

From: Batra, Rakesh 

Sent: Thursday, December 07,2017 9:36 AM 

To: Konieczny, Katherine <Katherine.Konieczny@Hq.Doe.Gov>; Drake, Christopher 
<Christopher.Drake@hq.doe.gov> 

Cc: Mills, Brian <Brian,Mills@hq.doe.gov>; Jereza, Catherine <CatherineJereza@Hq.Doe.Gov>; Rosenbaum, 
Matthew <Matthew.Rosenbaum@hq.doe.gov> 

Subject: RE: PJM/Dominion 202 (C) Renewal Order 

Yes Please. 

-Original Message- 

From: Konieczny, Katherine 

Sent: Thursday, December 07, 2017 9:34 AM 

To: Batra, Rakesh <Rakesh.Batra@Hq.Doe.Gov>; Drake, Christopher <Christopher.Drake@hq.doe.gov> 

Cc: Mills, Brian <Brian.Mills@hq.doe.gov>; Jereza, Catherine <Catherine Jereza@Hq.Doe.Gov>; Rosenbaum, 
Matthew <Matthew,Rosenbaum@hq.doe.gov> 

Subject: RE: PJM/Dominion 202 (C) Renewal Order 

Thanks! (b) (5) 

(b) (5) 








-Original Message- 

From: Batra, Rakesh 

Sent: Thursday, December 07, 2017 9:28 AM 

To: Konieczny, Katherine <Katherine.Konteczny@Hq.Doe.Gov>; Drake, Christopher 
<Christopher.Drake@hq,doe.gov> 

Cc: Mills, Brian <Brian,Mills@hq.doe.gov>; Jereza, Catherine <CatherineJereza@Hq.Doe.Gov>; Rosenbaum, 
Matthew <Matthew.Rosenbaum@hq.doe.gov> 

Subject: RE: PJM/Dominion 202 (C) Renewal Order 

Please find attached Action Memo for your review. 

Thanks, 

Rakesh 

-Original Message- 

From: Konieczny, Katherine 

Sent: Thursday, December 07, 2017 8:55 AM 

To: Batra, Rakesh <Rakesh.Batra@Hq.Doe.Gov>; Drake, Christopher <Christopher.Drake@hq.doe.gov> 

Cc: Mills, Brian <Brian,Mills@hq.doe.gov>; Jereza, Catherine <CatherineJereza@Hq.Doe,Gov>; Rosenbaum, 
Matthew <Matthew.Rosenbaum@hq.doe.gov> 

Subject: RE: PJM/Dominion 202 (C) Renewal Order 

(b) (5) 


Thank you, 

Kathy 

-Original Message- 

From: Batra, Rakesh 

Sent: Thursday, December 07, 2017 8:43 AM 

To: Konieczny, Katherine <Katherine,Konieczny@Hq.Doe.Gov>; Drake, Christopher 
<Christopher.Drake@hq.doe.gov> 

Cc: Mills, Brian <Brian.Mills@hq.doe.gov>; Jereza, Catherine <CatherineJereza@Hq.Doe.Gov>; Rosenbaum, 
Matthew <Matthew.Rosenbaum@hq.doe.gov> 

Subject: PJM/Dominion 202 (C) Renewal Order 

Kathe/Chris: 

Please update us the status of PJM/Dominion 202 (C) Renewal Order, (b) (5), (b) (6) 


Thanks, 
Rakesh Batra 
202-586-1283 








Department of Energy 
Washington, DC 20585 

December 07,2017 


RECORDS OF CATEGORICAL EXCLUSION DETERMINATION 

Order No. 202-18-2 

The National Environmental Policy Act (NBPA) requires federal agencies to prepare 
Environmental Impaet Statements (EISs) for major federal actions significantly affecting tlie 
quality of the human environment. 

The Department of Energy’s (DOE’s) regulations that implement NEPA (10 C.F.R. Part 1021) 
require it to determine whether a proposal requires that an EIS, an Environmental Assessment 
(EA), or a Categorical Exclusion (CX) be prepared. A CX refers to a category of actions that 
DOE has detennined do not individually or ciunulatively have a significant effect on the human 
environment. As such, DOB need not prepare an EA or an EIS for CX actions. 

On June 13,2017, PJM Interconnection, L.L.C. (PJM), the Regional Transmission Organization 
(RTO) whose sei'vice territory includes the North Hampton Roads area east of Riclimond, 
Virginia, filed a Request for Emergency Order Pursuant to Section 202(c) of the Federal Power 
Act (FPA) with tlie United States DOE “to preserve the reliability of [tlie] bulk power electric 
transmission system in the North Hampton Roads area.” Tlie emergency order would require 
Virginia Electric and Power Company (Dominion Energy Virginia), the public utility serving the 
area, to operate its two coal-fired units at its Yorktown Power Station (Yorktown Unit 1 and 
Yorktown Unit 2) to react to electricity reliability emergencies. 

On June 16,2017, the Secretary of Energy, on behalf of the DOB, issued Order No. 202-17-2, 
determining that an electricity reliability emergency exists in the Commonwealth of Virginia, 
ordering Dominion Energy Virginia to operate Units 1 and 2 of the Yorktown Power Station 
from June 16,2017 to September 14, 2017 only when called upon for electricity reliability 
emergency issues. 

On August 24,2017, PJM filed a Request for reissuance of DOE Order No. 202-17-2, with DOE 
“to preserve tlie reliability of the bulk powei’ transmission system in the North Hampton Roads 
area.” Reissuance of DOE Order No. 202-17-2 would require Dominion Energy Virginia, to 
operate Yorktown Unit 1 and Yorktown Unit 2 to react to reliability emergencies fiom 
September 15,2017 to December 13,2017. 

On September 14,2017, the Secretary of Energy, on behalf of the DOE, issued Order No. 202- 
17-4, determining that an electricity reliability emergency exists in the Commonwealth of 
Virginia, ordering Dominion Energy Virginia to operate Units 1 and 2 of the Yorktown Power 
Station from September 15,2017 to December 13,2017 only when called upon for electricity 
reliability emergency issues. 
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On November 29,2017, PJM filed a Request for reissuttnce of DOE Order No. 202-17-4, with 
DOE “to preserve the reliability of the bulk power transmission system in the North Hampton 
Roads ai-ea.” Reissuance of DOE Order No. 202 17 4 would require Dominion Energy Virginia, 
to operate Yorktown Unit 1 and Yorktown Unit 2 to react to reliability emergencies fi-om 
December 14,2017 to March 13,2018. 

PROPOSED ACTION; The DOE proposed Federal action would be the reissuance of DOE 
Order No. 202-17-4, as DOE Order No. 202-18-2, an emergency order targeted to prevent 
uncontrolled power disruptions and shedding of critical load in the North Hampton Roads area 
on the Virginia Peninsula for 90 days. 

FPA section 202(c) (2) requires the Secretai-y of Energy to ensure that any 202(c) order that may 
result in a conflict with a requirement of any environmental law be limited to the “hours 
necessary to meet the emergency and sei've the public interest, and, to the maximum extent 
practicable,” be consistent with any applicable environmental law and minimize any adverse 
environmental impacts. 

BACKGROUND; In November 2011, and again in October 2012, Dominion Energy Virginia 
notified PJM of its plan to deactivate both units, effective December 31,2014, because the units 
were not equipped to comply with the Environmental Protection Agency’s (EPA) Mercury and 
Air Toxics Standards (MATS), 40 C.F.R. part 63 subpart UUUUU. 

By letters dated December 14,2011 and April 11,2014, PJM notified Dominion Energy Virginia 
that the deactivation of Yorktown Units I and 2 respectively would adversely affect the PJM 
transmission system absent the installation of certain tr ansmission upgrades necessary to address 
the reliability impacts. PJM included the required transmission upgrade known as the Skiffes 
Creek Transmission Project a new SOOkV transmission line across the James River as an 
upgrade. 

PJM load flow studies indicate that generation from Yorktown Units 1 and 2 wilt be needed to 
prevent the possibility of unconfrolled power disruptions in the North Hampton Roads area or 
other loss of grid reliability such as the implementation of an automated controlled load shed 
scheme. 

Dominion Energy Virginia developed, an automated controlled load shed scheme known as the 
Remedial Action Scheme (“RAS”) or as the “North Hampton RAS” to address deactivation of 
the Yorktown Units. The North Hampton RAS” would result in a forced interruption of service 
to load on the Peninsula. During certain high load conditions, this power interiuption could 
result in power loss effecting over 150,000 customers in the North Hampton Roads^ area of 
Virginia. In addition to residential customers, hospitals, nursing homes, schools, commercial. 


The North Hampton Roads load area includes the following: Charles City County, James City County, York 
County, Williamsburg, Yorktown, Newport News, Poquoson, Hampton, Essex County, King William County, King 
and Queen County, Middlesex Coun^, Mathews County, Gloucester County, the City of West Point, King George 
County, Westmoreland County, Northumberland County, Richmond County, Lancaster County, and the City of 
Colonial Beach, 


industrial, and national defense facilities would be without power during those peak load 
conditions on the Peninsula. 

CX TO BE APPLIED; The proposed action identified above fits within the classes Ksted in 
Appendix B to Subpait D, of 10 CFR Part 1021-Categorical exclusions applicable to specific 
agency actions. Specifically: 

B4.4 Power mai’keting services and activities. 

Power marketing services and power management activities (including, but not limted 
to, storage, load shaping and balancing, seasonal exchanges, and other similar activities), 
provided that the operations of generating projects would remain within normal operating 
limits. 

REGULATORY REQUIREMENT: The DOE proposed action is the reissuance of DOE 
Order No. 202-17-4, as DOE Order No. 202-18-2. The DOE Order reissuance will continue the 
operational limitations described for electricity reliability emergency issues. 

The expected combined operation of Yorktown Units 1 and 2 reacting to electricity reliability 
emergencies under DOE Order No. 202-18-2 will be well below normal operating capacities and 
limits of Yorktown Units 1 and 2. 

DOE has determined that the proposed action identified above will not have a significant effect 
on the human environment. Authorizing the proposed action will not (1) threaten a violation of 
applicable statutory, regulatoiy, or permit requirements for environment, safety, and health 
including DOE and/or Executive orders; (2) require siting of new facilities or expansion of 
existing facilities; (3) disturb hazardous substances, pollutants or contaminants; or (4) adversely 
affect environmentally sensitive resomues. 

DETERMINATION: Based on my review of the above infoimation concerning the proposed 
action, as NEPA Compliance Officer (as authorized under DOE Order 45LIB), I have 
determined that the proposed action fits within the specified class of actions, other regulatory 
requirements set forth above are met, and the proposed action is hereby categorically excluded 
from further NEPA review. 



NEPA Compliance Officer 
Office of Electricity Delivery 
and Energy Reliability 


Date: December 07. 2017 
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Dociinieiit 71 


From: 

To: 

Cc: 

Subject: 

Date: 

Attachments: 


Kontecznv. Katherine 

Batra. Rakesh : Mills. Brian: Drake. Christopher 

Iprwa. Catherine: Rosenbaum. Matthew 

RE: PJM/Domlnlon 202 (C) Renewal Order 

Thursday^ December 07, 2017 11:34:5^ PM 

2017-008921- Action Memo to SI 12.8.17 GC76.docx 

DRAFT Order 202-18-2 as of 12-7 lipm.docx 

DRAFT Order 202-18-2 Summary of Ftndmas 12-7 ilpm.docx 

QE Concurrence Sheet 120717 3PM.docx 


The 202(c) renewal package is attached, (b) (5) 


Please let ns know if you have any questions. TU update you when I hear from EPA. 

Thank you, 

Kathy 


-Original Message- 

From: Batra, Rakesh 

Seiit:Tliursday, December 07,2017 3:35 PM i 

To: Mills, Brian <Briaii.Mtlls@liq.doe.gov>; Koiiieczny, Katherine <Katlierine.Kotuecziiy@Hq,Doe.Gov>; Drake. 
Cbiistopher<Clu-istopher.Drake@iq.doe.gov> 

Cc' Jereza, Catherine <Catllerine.Jere 2 a@Hq.Doe.Go^^>; Rosenbaum, MatUiew 

<Matthew.Rosenba«ni@liq.doe.gov>; King-Gilmore, Christy <Christy.King-Gilmore@Jiq.doe.gov>; Munime, 
Bettina <Bettina.Mumme@hq.doe,gov> 

Subject: RE: PJM/Douiimou 202 (C) Renewal Order 

OPs input. Brian sent the CX document separately. 


Thank you, 
Rakesh 


-Original Message- 

From: Mills, Brian 

Sent: Hiursday, December 07,2017 3:15 PM ^ 

To: Koniecziiy, Katherine <Kafl 1 erine.Koniec 2 ny@Hq.Doe.Gov>; Batia, Rakesh <Rakesh.Balra@Hq.Doe.Gov>; 
Drake, Christopher <Christopher.Drake@hq.doe.gov> 

Cc: Jereza, Catherine <Catherme.Jereza@Hq.Doe.Gov>; Rosenbaum, Matthew 

<Mattbew’.Rosenbaian@liq.doe.gov>; King-Gilmore, Chnsty <Christy.Kuig-Gilmore@hq.doe.gov>, Mumme, 
Bettina <Bettina.Mumnie@liq.doe.gov> 

Subject: RE: PJM/Domiuion 202 (C) Renewal Order 

A review of flie spreadsheet indicates fliattlie units liave been fired up parts of 20 days since June 14. (some days for 
less than 1 hour). 

Page 2 0f3 Findings discussion: r.;. tt •. 1 

" To date, in accordance with Older Nos. 202-17-2 and 202-17-4, PJM reported operation of Yorktowu Umts I 

and/or 2 for all or part of 20 days” 



-Original Message- 

From: Konieczny, Katherine 

Sent: Thursday, December 07,2017 1:01 PM 

To: Batra, Rakesh <Rakesh.Batia@Hq.Doe.Gov>; Drake, Christopher <Christopher.Drake@hq.doe.gov> 

Cc: Mills, Brian <Brian.Mills@hq.doe.gov>; Jereza, Catherine <Catherine.Jereza@Hq.Doe.Gov>; Rosenbaum, 
Matthew <Matthew,Rosenbaum@hq.doe.gov>; King-Gilmore, Christy <Christy.King-Gilmore@hq.doe,gov>; 
Mumme, Bettina <Bettina.Mumme@hq.doe.gov> 

Subject: RE: PJM/Dominion 202 (C) Renewal Order 
Importance: High 

The draft renewal package is attached, (b) (5) 

As always, please closely review the draft order and summary of findings for any inaccuracies, as we don't pretend 
to be the engineers here! 

(b) (6) 

Thank you, 

Kathy 

-Original Message- 

From: Batra, Rakesh 

Sent: Thursday, December 07,2017 9:36 AM 

To: Konieczny, Katherine <Katherine.Konieczny@Hq.Doe.Gov>; Drake, Christopher 
<Christopher.Drake@hq.doe.gov> 

Cc: Mills, Brian <Brian.Mi!ls@hq.doe.gov>; Jereza, Catherine <Catherine.Jereza@Hq.Doe.Gov>; Rosenbaum, 
Matthew <Matthew.Rosenbaum@hq.doe.gov> 

Subject: RE: PJM/Dominion 202 (C) Renewal Order 

Yes Please, 

-Original Message- 

From: Konieczny, Katherine 

Sent: Thursday, December 07, 2017 9:34 AM 

To: Batra, Rakesh <Rakesh.Batra@Hq.Doe.Gov>; Drake, Christopher <Christopher.Drake@hq.doe.gov> 

Cc: Milts, Brian <Brian.Mills@hq.doe.gov>; Jereza, Catherine <Catherine.Jereza@Hq.Doe.Gov>; Rosenbaum, 
Matthew <Matthew.Rosenbaum@hq.doe.gov> 

Subject: RE: PJM/Dominion 202 (C) Renewal Order 

Thanks! (b) (5) 


-Original Message- 

From: Batra, Rakesh 

Sent: Thursday, December 07, 2017 9:28 AM 

To; Konieczny, Katherine <Katherine.Konieczny@Hq.Doe.Gov>; Drake, Christopher 
<Christopher.Drake@hq.doe.gov> 

Cc: Mills, Brian <Brian.Mills@hq.doe.gov>; Jereza, Catherine <Catherine.Jereza@Hq.Doe.Gov>; Rosenbaum, 
Matthew <Matthew.Rosenbaum@hq.doe.gov> 

Subject: RE; PJM/Dominion 202 (C) Renewal Order 

Please find attached Action Memo for your review. 


Thanks, 

Rakesh 










-Original Message- 

From: Konieczny, Katherine 

Sent: Thursday, December 07, 2017 8:55 AM 

To: Batra, Rakesh <Rakesh.Batra@Hq.Doe.Gov>; Drake, Christopher <Chnstopher.Drake@hq.doe.gov> 

Cc: Mills, Brian <Brian.Mills@hq.doe.gov>; Jereza, Catherine <Catherine.Jereza@Hq.Doe.Gov>; Rosenbaum, 
Matthew <Matthew.Rosenbaum@hq.doe.gov> 

Subject: RE: PJM/Dominion 202 (C) Renewal Order 

Both the draft order and summaiy of findings are written, (b) (5) 


Thank you, 

Kathy 

-Original Message- 

From: Batra, Rakesh 

Sent: Thursday, December 07,2017 8:43 AM 

To: Konieczny, Katherine <Katherine.Konieczny@Hq.Doe.Gov>; Drake, Christopher 
<Christopher.Drake@hq.doe.gov> 

Cc: Mills, Brian <Brian.Mills@hq.doe,gov>; Jereza, Catherine <CatherineJereza@Hq.Doe,Gov>; Rosenbaum, 
Matthew <Matthew.Rosenbaum@hq,doe.gov> 

Subject: PJM/Dominion 202 (C) Renewal Order 

Kathe/Chris: 

Please update us the status of PJM/Dominion 202 (C) Renewal Order, (b) (5), (b) (6) 


Thanks, 
Rakesh Batra 
202-586-1283 






Document 72 


From: 

Mifis, Brian 

To: 

Konieczny/. Katherine: Batra. Rakesh: Drake. Christooher 

Cc: 

Jereza. Catherine: Rosenbaum, Matthew 

Subject: 

RE: PJM/Dominlon 202 (C) Renewal Order 

Date: 

Friday, December 08, 2017 8:32:51 AM 


{b)(5) 

-Oiiginal Message- 

Vxom: Konieczny, Katherine 

Sent: Thursday, December 07,2017 11:35 PM 

To: Batia, Rakesh <Rflkesh.Baba@HqJ5oe.Gov>; Mills, Brian <Briaii.Mills@liq.doe.gov>; Diake, Christophei- 
<ChristophenDrake@hq.cloe.gov> 

Cc: Jereza, Catherine <Catherme Jereza@Hq,Doe.Gov>; Rosenbaum, Matthew 
<Matthew.Rosenbaum@hq-doe, gov> 

Subject: RE: PJM/Dominion 202 (C) Renewal Order 

The 202(c) lenewal package is attached, (b) (5) 


Please let us know if you liave any questions. Ill update you when I hear from EPA. 

Thank yon, 

Kathy 


-Oiiginal Message- 

From: Batra, Rakesh 

Sent: Thursday, December 07,2017 3:35 PM 

To: Mills, Brian <Brian.Milis@hq.doe.gov>; Konieczny, Katherine <Katherine,Konieczny@Hq.Doe.Gov>; Drake, 
Christopher <Ch 1 i 5 topher.Drake@hq.doe.gov> 

Cc: Jereza, Catherine <Catherine. Jereza@Hq.Doe.Gov>; Rosenbaum, Matthew 

<Matthew.Rosenbaum@hq.doe,gov>; King-Gihnore, Cliristy <Cliristy.Kmg-Gilmore@liq.doe.gov>; Munune, 
Bettina <Bettina.Mnmme@hq.doe,gov> 

Subject: RE; PJM/Dominion 202 (C) Renew^al Order 

OE's input. Brian sent the CX document separately. 

Tliank you, 

Rakesh 


——Original Message- 

From: Mills, Brian 

Sent: Thursday, December 07,2017 3:15 PM 

To: Konieczny, Katherine <Katherine.K 01 uec 2 ny@Hq.D 0 e.Gov>; Bafra, Rakesh <Rakesh.Batra@Hq.Doe.Gov>; 
Drake, Christopher <Christopher.Drake@hq.doe.gov> 

Cc: Jereza, Catherine <Catheiine.Jereza@Hq.Doe.Gov>; Rosenbaum, Matthew 

<Mattiiew.Rosenbaum@liq.doe.gov>; King-Oihnore, Christy <Christy,King-Gihnore@Jiq.doe.gov>; Mumme, 



Bettina <Bettina.Mumme@hq.doe.gov> 

Subject: RE: PJM/Dominion 202 (C) Renewal Order 

A review of the spreadsheet indicates that the units have been fired up parts of 20 days since June 14, (some days for 
less than 1 hour). 

Page 2 Of 3 Findings discussion: 

■' To date, in accordance with Order Nos. 202-17-2 and 202-17-4, PJM reported operation of Yorktown Units 1 
and/or 2 for all or part of 20 days" 

-Original Message- 

From: Konieczny, Katherine 

Sent: Thursday, December 07, 2017 1:01 PM 

To: Batra, Rakesh <Rakesh,Batra@Hq.Doe.Gov>; Drake, Christopher <Christopher.Drake@hq.doe.gov> 

Cc: Mills, Brian <Brian.Mills@hq.doe.gov>; Jereza, Catherine <Catherine.Jereza@Hq.Doe.Gov>; Rosenbaum, 
Matthew <Matthew.Rosenbaum@hq.doe.gov>; King-Gilmore, Christy <Chi'isty.King-Gilmore@hq.doe.gov>; 
Mumme, Bettina <Bettina.Mumme@hq.doe.gov> 

Subject: RE: PJM/Dominion 202 (C) Renewal Order 
Importance: High 

The draft renewal package is attached, (b) (5) 

As always, please closely review the draft order and summary of findings for any inaccuracies, as we don't pretend 
to be the engineers here! 

(b)(6} 

Thank you, 

Kathy 

-Original Message- 

From: Batra, Rakesh 

Sent: Thursday, December 07,2017 9:36 AM 

To: Konieczny, Katherine <Katherine.Konieczny@Hq.Doe.Gov>; Drake, Christopher 
<Christopher,Drake@hq.doe.gov> 

Cc: Mills, Brian <Brian.Mills@hq.doe.gov>; Jereza, Catherine <Catherine.Jereza@Hq.Doe.Gov>; Rosenbaum, 
Matthew <Matthew.Rosenbaum@hq.doe.gov> 

Subject; RE: PJM/Dominion 202 (C) Renewal Order 

Yes Please. 

-Original Message- 

From: Konieczny, Katherine 

Sent: Thursday, December 07,2017 9:34 AM 

To: Batra, Rakesh <Rakesh.Batra@Hq.Doe.Gov>; Drake, Christopher <Christopher.Drake@hq.doe.gov> 

Cc: Mills, Brian <Bnan.Mills@hq.doe,gov>; Jereza, Catherine <Catherine.Jereza@Hq.Doe.Gov>; Rosenbaum, 
Matthew <Matthew.Rosenbaum@hq.doe,gov> 

Subject: RE: PJM/Dominion 202 (C) Renewal Order 

Thanks! (b) (5) 


-Original Message- 

From: Batra, Rakesh 

Sent: Thursday, December 07, 2017 9:28 AM 

To: Konieczny, Katherine <Katherine.Konieczny@Hq.Doe.Gov>; Drake, Christopher 
<Christopher.Drake@hq.doe.gov> 










Cc: Mills, Brian <Brian.Mil!s@hq.doe.gov>; Jereza, Catherine <Catherine.Jereza@Hq.Doe.Gov>; Rosenbaum, 
Matthew <Matthew.Rosenbaum@hq.doe,gov> 

Subject: RE: PJM/Dominion 202 (C) Renewal Order 

Please find attached Action Memo for your review. 

Thanks, 

Rakesh 

-Original Message- 

From: Konieczny, Katherine 

Sent: Thursday, December 07, 2017 8:55 AM 

To: Batra, Rakesh <Rakesh,Batra@Hq.Doe.Gov>; Drake, Christopher <Christopher.Drake@hq.doe.gov> 

Cc: Mills, Brian <Brian.Mills@hq.doe.gov>; Jereza, Catherine <Catherine.Jereza@Hq,Doe.Gov>; Rosenbaum, 
Matthew <Matthew.Rosenbaum@hq.doe.gov> 

Subject: RE: PJM/Dominion 202 (C) Renewal Order 

Both the draft order and summary of findings are written, (b) (5) 


Thank you, 

Kathy 

-Original Message- 

From: Batra, Rakesh 

Sent: Thursday, December 07, 2017 8:43 AM 

To: Konieczny, Katherine <Katherine.Konleczny@Hq.Doe.Gov>; Drake, Christopher 
<Christopher.Drake@hq.doe.gov> 

Cc: Mills, Brian <Brian.Mills@hq,doe.gov>; Jereza, Catherine <Catherine Jereza@Hq.Doe.Gov>; Rosenbaum, 
Matthew <Matthew.Rosenbaum@hq,doe.gov> 

Subject: PJM/Dominion 202 (C) Renewal Order 

Kathe/Chris: 

Please update us the status of PJM/Dominion 202 (C) Renewal Order, (b) (5), (b) (6) 


Thanks, 
Rakesh Batra 
202-586-1283 
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From; 

Rittner. Kathv fCOISTTR) 

Tos 

Batra. Rakesh: Mills, Brian 

Cci 

lereya. Catherine 

Subject: 

RE: PJM/Dominion 202 (C) Renewal Order 

Date: 

Friday, December 08, 2017 9:39:02 AM 


Okay, let me know when 1 can send I out. 


From: Batra, Rakesh 

Sent: Friday, December 08, 2017 9:34 AM 
To: Bittner, Kathy (CONTR); Mills, Brian 
Cc: Jereza, Catherine 

Subject: RE: PJM/Dominion 202 (C) Renewal Order 
Please remember that according to Kathy K, 


Rakesh 


From: Bitbier, Kathy (CONTR) <Ka<]iy,Bittilsi @)iq.dog.80y> 

Date: Friday, Dec 08,2017,9:28 AM 
To: Mills, Brian <RiianMills@lia.doe.gQv> 

Cc: Jeteza, Catherine <Cathe 1 iae.Jere 2 a@Ha.D 0 e.G 0 _v> . Baha, Rakesh <R ak?sh.Batra(?i)Hq.Doe„Qfiy> 
Subject: RE; PJM/Dominion 202 (C) Renewal Order 
Thanks Brian. I will wait for the Siiminaiy of Findings (b) (5) 


-Original Message- 

From: Mills, Brian 

Sent: Friday, December 08, 2017 9:22 AM 

To: Bittner, Kathy (CONTR) <Kathy.Biltaei@1iq,dee.,8av> 

Cc; Jereza, Catherine <Catherine, .Tere7a:^Hfl.DQe.GfiV>; Batra, Rakesh <RakeshB . atrfl@Hq . DQS , G . QV> 
Subject: FW; PJM/Dominion 202 (C) Renewal Order 


Katliy: (b) (5) 
Brian 


-Original Message- 

From: Konieczny, Katherine 

Sent: Thursday, December 07,2017 11:35 PM ^ * u 

To; Batra, Rakesh <Rakf>.sli.Bah-a@Hn r)oe.Go\» : Mills, Brian <Brian . Mi ll s@hq.dOfcg gV>; Drake, Chnstopher 

<rhristopher.Drake@lin.dQS .SQY> 

Cc; Jereza, Catherine <Catherine .Jereza@Ha.Doe.GQY>; Rosenbaum, Matthew 
<Mattliew.R n.seiihaum@bn.doe.£QV> 

Subject: RE: PJM/Dominion 202 (C) Renewal Order 

The 202(c) reuew'al package is attached, (b) (5) 








(b) (5) 


Please let us know if you have any questions. I'll update you when 1 hear from EPA. 

Thank you, 

Kathy 

—^.-Original Message- 

From: Batra, Rakesh 

Sent: Thursday, December 07, 2017 3:3 5 PM 

To: Mills, Brian < Rnan.Mi11s@hq.dQe.gov> : Konieczny, Katherine < K ^therine,Konieczny@Hq.DQC,GQV .>; Dra e, 
Christopher < Chnstophe r.Drake@hq .doe.gov.> 

Cc: Jereza, Catherine <Catherine..Iereza@Hq.Doe.GQv> : Rosenbaum, Matthew 

Rn<;enhfiiim@hQ.doe.gov >: King-Gilmore, Christy <Christy,iCing-OilmQrg@hq4oe.gQy> ; Mumme, 
Bettina <Bettina.Mi imme@hq.doe.gov> 

Subject; RE; PJM/Dominion 202 (C) Renewal Order 

OE's input. Brian sent the CX document separately. 

Thank you, 

Rakesh 

-Original Message- 

From; Mills, Brian 

Sent; Thursday, December 07,2017 3; 15 PM ^ ^ 

To: Konieczny, Katherine < Katherine.Koniecznv <^.Hq.Doe.Oov>; Batra, Rakesh <Rakesh.Batra@Hq.DQ6,Goy .>, 
Drake, Christopher <Christopher .nrake@.hQ.doe.gQy> 

Cc: Jereza, Catherine < Catherine.. Tereza@HQ.Doe.GQv.>: Rosenbaum, Matthew 

<Matthew.Rr»se.nhaum@hQ.doe.goy> ; King-Gilmore, Christy <Christy.King-Gilmoi'e@,hq.tiQC,gov >; Mumme, 
Bettina <Bettina.Mu mme@hq.doe.gov> 

Subject: RE: PJM/Dominion 202 (C) Renewal Order 

A review of the spreadsheet indicates that the units have been fired up parts of 20 days since June 14. (some days for 

less than 1 hour). 

Page 2 Of 3 Findings discussion: 

" To date, in accordance with Order Nos. 202-17-2 and 202-17-4, PJM reported operation of Yorktown Units 1 
and/or 2 for all or pait of 20 days" 

-Original Message- 

From: Konieczny, Katherine 

Sent: Thursday, December 07,2017 1:01 PM 

To: Batra, Rakesh <Rnkp.sh.Ratra@HQ.Doe.Gov >; Drake, Christopher <Christopher.Diake@hq-dQe,gov> 

Cc: Mills, Brian <Rrinn Mills@hq.doe.gov> : Jereza, Catherine <Catherine.Jereza@,Hq.Doe,Gov >; Rosenbaum, 
Matthew <Matthew.Rnsenhaum@hq.doe.gov> : King-Gilmore, Christy <Christy.King-Gilmoie@hq,dQe,gQ y > , 
Mumme, Bettina <Rettina.Mi imme@hq.doe.gov> 

Subject: RE: PJM/Dominion 202 (C) Renewal Order 
Importance: High 

The draft renewal package is attached, (b) (5) 

As always, please closely review the draft order and summary of findings for any inaccuracies, as we don’t pretend 
to be the engineers here! 


(b) (6) 







Thank you, 
Kathy 


-Original Message- 

From: Batra, Rakesh 

Sent: Thursday, December 07,2017 9:36 AM 

To: Konieczny, Katherine <Katheriiie.Koniecznv@Hq .PQe.G.QY>; Drake, Christopher 
< Christnpher.Drake@hq.doc.gQY> 

Cc: Mills, Brian <R. inn Mil1s@hq.rioe.gnv> : Jereza, Catherine <Catberine.Jere7a@,Hq,Poe.GQ Y>; Rosenbaum, 
Matthew < Matthew.Rosenbaum@hQ.doe>&QV> 

Subject: RE: PJM/Dominion 202 (C) Renewal Order 


Yes Please. 

-Original Message- 

From: Konieczny, Katherine 

Sent: Thursday, December 07, 2017 9:34 AM 

To: Batra, Rakesh < Rakesh.Ratra@Ha.Doe.Gov> : Drake, Christopher <ChristophertDr^ke(§^rhq.aoe.gQ y> 

Cc: Mills, Brian <R.i^n Milk@hq.Hoe.Pov> : Jereza, Catherine <Catherine,Jere7afaiHq-Doe.GQy >; Rosenbaum, 
Matthew < Matthew.Rnsenbaum@hq.doe.goy> 

Subject: RE: PJM/Dominion 202 (C) Renewal Order 


Thanks! (b) (5) 


-Original Message- 

From: Batra, Rakesh 

Sent: Thursday, December 07, 2017 9:28 AM 

To; Konieczny, Katherine < Katherine.K oniecznv@HQ.DQe.Gov>; Drake, Christopher 
<Christophe r r)rake@hq.doe.gov> 

Cc: Mills, Brian <Rrian.Mills@hq.(loe.gov> : Jereza, Catherine <Catherine.Jere7a@Hq-Doe.GQY >; Rosenbaum, 
Matthew <Matthew.Rosenbaum@ hq.doe.gov> 

Subject: RE: PJM/Dominion 202 (C) Renewal Order 

Please find attached Action Memo for your review. 

Thanks, 

Rakesh 

-Original Message- 

From: Konieczny, Katherine 

Sent: Thursday, December 07,2017 8:55 AM 

To; Batra, Rakesh <Rakesh.Batra@Hci.Doe.Gov> : Drake, Christopher <Christopher.Dr 3 ke@hq,doe.gQ Y> 

Cc: Mills, Brian <Ri-ian Mills@hq.doe.eov >: Jereza, Catherine <Catherine.Jere7.afg>,Hq.Doe.Go y>; Rosenbaum, 
Matthew <Matthevv.R osenbaum@ha,doe,g.Qv> 

Subject; RE; PJM/Dominion 202 (C) Renewal Order 

Both the draft order and summary of findings are written, (b) (5) 


Thank you. 










Kathy 


-Original Message- 

From: Batra, Rakesh 

Sent: Thursday, December 07,2017 8:43 AM 

To: Konieczny, Katherine <Katherine.Koniecznv@ Hq.Doe.Gov>: Drake, Christopher 
< ChristQpher.Drake@hq.doe.gov > 

Cc: Mills, Brian <Rr;an.Mills@hq.dne.gov> : Jereza, Catherine <Catherine,Jerez,a@,Hq.Doe.GQ.Y>; Rosenbaum, 
Matthew <Matthew.RQsenbaum@hq.doe.&QY> 

Subject: PJM/Dominion 202 (C) Renewal Order 

Kathe/Chris; 

Please update us the status of PJM/Dominion 202 (C) Renewal Order, (b) (5), (b) (6) 


Thanks, 
Rakesh Batra 
202-586-1283 
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From: lereza. Catherine 

To; Batra. Rakesh : Brian Mills : Rosenbaum. 

Subject: RE: OE 202c related by Wed 12/13 

Date: Tuesday, December 12, 2017 10:09:59 AM 


ok - thanks! 


From: Batia, Rakesh < Rakesb.Batia@Ha.Doe.Gov> 

Date: Tuesday, Dec 12, 2017, 7:06 AM 

To: Jereza, Caaieime <ratlieHne ■Tere7a@Hfl.Doe.Gov> . Brian Mills <sheny-brian@comcast.iie.t>, 
Rosenbaum, Matthew <Matthew.Rosenbamn@hq.doe.gov> 

Subject: RE; OE 202c related by Wed 12/13 

No, we don’t, (5). (b) (6) 

I will follow up ar ound 11. 

Thanks, 

Rakesh__ ... _ __ _ ...... ... ... 

Fioin: Jereza, Catlierine 

Sent: Monday, December 11,2017 7:08 PM 

To: Batra, Rakesh; Brian Mills ; Rosenbamu, Matthew 

Subject: FW: OE 202c related by Wed 12/13 

Do we? 


From: Konieczny, Katherine <Katherme.KQnieczav@Hfl.DQe .GQy> 

Date: Monday, Dec 11,2017,1:40 PM 

To: Jereza, Catherine <Catherine.Je reza@Hq.Doe.Gov>. Bittner, Kathy (CONTR) 
<KathvBittiier@hn.doe.gov> 

Cc: Drake, Christopher <Chiistopher .Diake@hq.doe.gov> 

Subject: RE: OE 202c related by Wed 12/13 
The EPA email just came tluough. (b) (5) 


—Original Message- 

Fioni: Jei^eza, Catheiine 

Sent: Monday, December 11,2017 7:48 AM 

To: Lucas, John T. <Jnlin.TLiicas@hG.doe.gov> : Danneiifelser, Maity <Martv.Dannenfelser@hq>doe.goY> ; Doone, 
Alison <Alisoti.Donnp@rrq noe.Gov> : Loraine, Jennifei- A. <Jenmfer.Lo rame@ha.doe.gov>: Tiueime, William 
<William.T\ifeime@1iff.doe.gov> : Haiis, Bob <Bob.Hai is@ha.doe.gov>: Menezes, Mark 
<Mark.Meiiezes@hq.doe.gov> 

Cc; GC Conciurence Actions <OrCoiicunenceActions@hq.doe.aov> : Faith, Jayne <Jayne.Faitlrfglhq.doe.go\'> ; 
Habansky, Sarah <.Saiah.Habajislcv@ho.doe.gov> : Henon, Vernon <yemon.He<TonfS?hq.doe.gpy>: Cunningliam, 
Deirick <r>t»nick.Cnnni»al>ani@hn.doe.gov> : Swisher, Vivian P. (CONTR) <Vivian.Swishet@hq.doe.gov>; 
Hoffinan, Patricia <Pat Hofftnaii@hn.doe.gov> : Walker, Bmce <Bmce.Walker@hfl.doe.gov> ; Mills, Brian 
Milk@1in.dne.gov> : Smith, Julie A (OE) <JulieA.Smi tli@hq.doe.gov>: Rosenbaum, Matthew 
< Mattliew.Rosenbauin@hn.doe,gov> : Batra, Rakesh <Rakesh .Bati'a@Hq.Doe,Goy>; Konieczny, Katherine 
<Katlieiine.KoniflC7«v@Ho.Doe.Gov> : Fibbe, George <Geoige.Fibb e@hQ.doe. gov>: Lawrence, Shaniika 
<Rl.n«.ika T awipnce@hn.doe.gov> : BitUier, Kathy (CONTR) <Katfay.Bittner@hq.doe.gov>; Fisher, Travis 












^ ^|•avis.Fishel•@hq■doe■gOV> 

Subject: OE 202c related by Wed 12/13 

(b){5) 


BACKGROUND: Order No. 202-17-4, the Federal Power Act section 202(c) emergency order in effect for PJM and 
Dominion, ensures reliability in the North Hampton Roads area of Virginia, but it expires on December 13. PJM has 
requested another 90-day order. By statute, these orders are limited to 90 days in duration, and PJM expects it will 
need consecutive 202(c) orders through May 2019. In the renewal order, the Department of Energy repeats most of 
the terms of the current order, mainly requiring that PJM direct the operation of two coat-fired generatiori units 
owned by Dominion as needed to address reliability issues. The purpose is to avoid load shedding in the impacted 
area, which could extend to 150,000 customers including critical infrastructure facilities. This renewal order cross- 
references a Summary of Findings explaining both the rationale for and legality of the decision to renew Order No. 
202-17-4 for another 90 days. 

RECOMMENDATION: (b) (5) 

Thank you! 

Katie 

Catherine Jereza 

Deputy Assistant Secretary, Transmission Permitting & Technical Assistance 

Office of Electricity Delivery & Energy Reliability 

U.S. Department of Energy 

(o) 202.586,0334 

(c)(b) (6) 

Shamika Lawrence 

Shamika.L awrence@ha.dQe.gQV 

202.586.4666 


*♦ Please contact Shamika for all meeting and scheduling requests. ♦* 
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From: 

To: 


Ccj 


Subject! 

Date: 

Attadinmnts: 


Importance: 


Brttrier. Kathv fCOrTTR} « . 

I ucas. John T: Dannenfelser Martv: Boone. Algon; Loraine^ JenniferA: Turenne, Wiiharn ; \iBUs , Bob ; 

MarV 

mrirnnenre Actions: Faith. Javne: Habansl<v. Sarah; Herron. Ve pio n; Cunntnqham, PeQ;! ^ 

Patrfcip: Walker. Bmc^Mills. Brian: Smith. Julie A (OE): Rosepbaum, Matth^; Patra, Rak^; KontecznY ^ 
Katherine: Fibbe, George: Lawrence. Shamika: Fisher. Travis; ;?ereza, Catherine 
RE: OE 202c related by Wed 12/13 
Tuesday, December 12, 2017 10:25:41 AM 


2017-008921 - IncQminq.pdf 

2017-008921“ Action Memo to SI 12 .8.t7.docx 

nrrier 202-18-2 as of 12-lLdocx 

Order 202-jfl-2 Summary of Finding s 12“ll.docx 


High 


Good morning, 

Attached please find the concurrence package for your review and concurrence. 

May i please have your concurrence by 2:30 pm today? 

Thanks 
Kathy Bittner 

Correspondence Specialist 

ICF, Contractor for U.S. Department of Energy 

Office of Electricity Delivery and Energy Reliability 

Phone: (202) 287-5613 

Email: kathv.bittner@hQ.doe.gQy 

—Original Message— 

From: Jereza, Catherine 

Sent: Monday, December 11,2017 7:48 AM 

To: Lucas, John T.; Dannenfelser, Marty; Doone, Alison; Loraine, Jennifer A.; Turenne, William; 
Haus, Bob; Menezes, Mark 

Cc: GC Concurrence Actions; Faith, Jayne; Habansky, Sarah; Herron, Vernon; Cunningham, Derrick; 
Swisher, Vivian P. (CONTR); Hoffman, Patricia; Walker, Bruce; Mills, Brian; Smith, Julie A (OE); 
Rosenbaum, Matthew; Batra, Rakesh; Konieczny, Katherine; Fibbe, George; Lawrence, Shamika; 
Bittner, Kathy (CONTR); Rsher, Travis 
Subject: OE 202c related by Wed 12/13 
(b)(5) 


BACKGROUND: Order No. 202-17^, the Federal Power Act section 202(c) emergency order in effect 
for PJM and Dominion, ensures reliability in the North Hampton Roads area of Virginia, but it expires 
on December 13. PJM has requested another 90-day order. By statute, these orders are limited to 90 
days in duration, and PJM expects it will need consecutive 202(c) orders through May 2019. In the 
renewal order, the Department of Energy repeats most of the terms of the current order, mainly 
requiring that PJM direct the operation of two coal-fired generation units owned by Dominion as 
needed to address reliability issues. The purpose is to avoid load shedding in the impacted area, 
which could extend to 150,000 customers including critical infrastructure facilities. This renewal 
order cross-references a Summary of Findings explaining both the rationale for and legality of the 



decision to renew Order No. 202-17-4 for another 90 days. 
RECOMMENDATiON;(b) (5) 

Thank you! 

Katie 

Catherine Jereza 

Deputy Assistant Secretary, Transmission Permitting & Technical Assistance 
Office of Electricity Delivery & Energy Reliability 
U.S. Department of Energy 
(o) 202.586.0334 

(c) (b)(6) 

Shamika Lawrence 

Shamika.LawrenceOhg.doe.gQY 

202.586.4666 

** Please contact Shamika for all meeting and scheduling requests. ** 




PJM IntercormeGtlon, LLC» 

2760 Monroe Boiievard 
AudMbon»PA 19403 

Steven R. PIncus 

Aaaodate General CoUnBel 

T: (610) 666-4438 I F: (6l0) 666^8211 

ftteven.oIncai^Dim.cQm 


November 29^ 2017 

The Honorable James Richard Perry 
Secretary of the Energy 
United States Department of Energy 
1000 Independence Ave, SW 
Washington, DC 20585 

Re: Order No. 20247-4 Renewal Application Filing 

Dear Secretary Peiry: 

Pursuant to Section 202(c) of the Federal Power Act (“FPA”),’ Section 301(b) of the 

Department of Energy Organization Act,^ the Department of Energy’s (“DOE”) Rules of 

Practice and Procedure^ and Order No. 202-17-4 issued on September 14, 2017 by the Secretary 

of Energy C'Secretary”) (the “September 14 Order”), PJM Interconnection, L.L.C. ( PJM ) 
respectfully submits a request for a 90-day renewal of tlie September 14 Order. PJM 

incorporates by reference PJM’s application submitted on June 13, 2017 (the “June 13 

Application”) and all attachments and appendices thereto, and PJM’s August 24, 2017 renewal 

application (the “August 24 Application”) and all attachments and appendices thereto. PJM also 

incorporates by reference the various reports to DOE concerning the operations and emission 
data provided by PJM and Virginia Electric and Power Company (“Dominion Energy Virginia”) 

referenced below. 


' 16 U.S.C. § 824fl(c). 

^ 42 U.S.C. § § 7101 and 7151(b). 

^ 16 C.F.R. §§ 205.370,205.371 ond 205,372and205.373. 
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Background 

In the June 13 Application, PJM stated the need to request renewals of the Order No. 

202-17-2 issued on June 16, 2017 (the “June 16 Order”) on a rolling basis until the PJM ordered 

Regional Transmission Expansion Planning Process (“RTEPP”) Skiffes Creek Transmission 
Project is placed into service, which was at that time anticipated to be completed m 18-20 

months once all permits are issued.^ In the June 16 Order, the Secretary determined “that an 

emergency exists in the Commonwealth of Virginia due to a shortage of electric energy, a 
shortage of facilities for the generation of electric energy, and other causes, and that issuance of 

this Order will meet the emergency and serve the public interest.” In doing so, the Secretary 

directed Dominion Energy Virginia to operate Yorktown Units 1 and 2 as directed by PJM as 

needed to address reliability issues for the initial 90-day period, June 16, 2017 to September 14, 

2017, Of any renewal thereof.® The Secretary also directed PJM and Dominion Energy Vhginia 

to develop and implement a dispatch methodology and submit it to the DOE upon 

implementation.'' The dispatch methodology was submitted by PJM on June 27,2017. 

In the August 24 Application, PJM submitted a request for a 90 day renewal of the June 
16 Order. PJM requested an order of the Secretary under Section 202 (c) of the FPA which 
provides among other things that an emergency continues to exist in the Commonwealth of 
Virginia due to a shortage of electric energy, a shortage of facilities for the generation of electric 


On October 12 2017 PJM and Dominion Energy Virginia submitted a report updating the outage schedule tbe 

with an extension of the construction schedule of approximately five and one- 

half months from December 30,2018 to May 12,2019. 


^ June 16 Order page 1. 
^ June 16 Order page 2. 
^ June 16 Order page 2. 
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energy, atrd other causes, and that issuance of a renewal order {i.e. the September 14 Order) will 
meet the emergency and serve the public interest for another 90 renewal period (i.e, from 


September 14,2017 to December 13,2017). 


In the September 14 Order, the Secretary determined “that an emergency continues to 
exist in the North Hampton Roads area of Virginia due to a shortage of electric energy and a 


shortage of facilities for the generation and transmission of electric energy.”^ The Secretary 


granted PJM’s August 24 Application allowing operation of Yorktown Units 1 and 2, 
certain modifications, for an additional 90-day period to expire on December 13, 2017. 


with 
® The 


Secretary’s directives required PJM and Dominion to “exhaust all reasonably and practically 


available resources, including demand response and behind-the-meter generation resources, prior 
to operating Yorlctown Unit 1 and Yorktown Unit 2” consistent with “good utility practices” and 
in compliance with the dispatch methodology.^*^ 


* September 14 Order page 1 

* September 14 Order page 1 

September 14 Order page 2, paragraphs A and B. PJM has a detailed registration process as applied to demand 
response resources which are serving as capacity resources. PJM would utili2« that information in applying this 
provision recognizing that: (i) the amount of registered demand response resources on the peninsula is limited; and 
(ii) during the renewal period covered by this application, certain demand response resources are available to PJM 
only in the summer period during the period. PJM has catalogued behind the meter resources based on data 
provided by the United States Energy Information Administration (“EIA”), Dominion and other sources. Although 
behind the meter resources are not subject to PJM’s direction, PJM works with Dominion to seek their assistance 
pursuant to the existing dispatch methodology. However, the DOE’s dhective that PJM and Dominion Energy 
Virginia exhaust reasonably and practically available demand response and/or behind-the-meter resources applies 
only if exhausting such resources would lessen the need to operate the Yorktown Units 1 and/or 2 for reliability of 
the grid consistent with the dispatch methodology, PJM’s Governing Agieements and good utility practices. For 
example, if demand response and/or behind-the-meter resources would not provide needed reactive support, or 
otherwise not lessen the need to operate the Yorktown units for reliability, such resources would not be “reasonably 
and practically available” and operating the resources would not be consistent with the dispatch methodology, 
PJM’s Governing Agreements and good utility practices. 
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The September 14 Order directed PJM and Dominion Energy Virginia to report every 

two weelcs during the term of the September 14 Order all dates on which Yorktown Units 1 

and/or 2 are operated and associated air emissions and water usages for those dates,The 

Secretary also directed reporting in the event the outage schedule or estimates changes from 
those presented in the August 24 Application. PJM and Dominion Energy Virginia submitted 

reports on September 28, 2017, August 22, 2017 and November 10, 2017, on the operation of 

Yorlctown Units 1 and/or 2, and a report on October 12, 2017 revising the Skiffs Creek 
Transmission Project construction schedule and providing associated emission estimates. 

The September 14 Order stated that “(i)f the conditions creating the emergency remain 
substantially unchanged, a renewal request should be submitted at least 14 calendar days before 

(die September 14 Order) expires.”’^ As conditions creating the emergency remain substantially 

unchanged, this renewal application is due on November 29, 2017. 

Renewal Request 

As stated in the June 13 Application as revised by the August 24 Application, the Skiffes 
Creek Transmission Project was expected to be completed and placed into service approximately 

18-20 months after receipt of all applicable permits. With issuance of the U.S. Army Corps of 

Engineers’ (“Army Corps”) permit on July 3, 2017, Dominion Energy Virginia started 
constmction of the Skiffes Creek project on July 10,2017, As reported on October 12, 2017, the 

Skiffs Creek Transmission Project is scheduled to be completed May 12, 2019. Thus, given the 

continued extended nature of the emergency, PJM respectfully submits that the emergency as set 

” September 14 Order page 2, paragraph C. 

September 14 Order page 2, paragraph D. 
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forth in the June 13 Application and August 24 Application and as determined by the Secretary 
in the June 16 Order and September 14 continues to exist. 

Therefore, PJM respectfully requests that the Secretary grant this renewal application and 
order the continued operation of Yorktown Units 1 and 2 to alleviate the emergency described in 
the June 13 Application, the August 24 Application and hereinabove prior to the expiration of the 
current order {i.e. December 13, 2017) under Section 202 (c) of the TPA. PJM request the 
requested renewal order provide as follows: 

(i) that an emergency continues to exist in the North Hampton Roads area of Virginia 
due to a shortage of electric energy and a shortage of facilities for the generation 
and transmission of electric energy and tliat issuance of a renewal Order will meet 
the emergency and serve the public interest; 

(ii) from December 13, 2017 to March 13, 2018, Dominion Energy Virginia is 
directed to operate Yorktown Units 1 and 2 as directed by PJM as needed to 
maintain grid reliability or for other local area transmission issues; 

(iii) the limitations on operations ensure, to the maximum extent practicable, 
consistency with applicable laws and regulations, and the reporting requirements 
for operations and estimated emissions ensure transparency of implementation; 

(iv) consistent with the dispatch methodology submitted by PJM on June 27, 2017, 
good utility practice and the PJM Tariff, PJM and Dominion Energy Virginia 
shall exhaust all reasonably and practically available resources including demand 
response and identified behind-the-meter generation resources to the extent that 






Honorable James Richard Perry 
November 29,2017 
Page 6 


such resources address maintenance of grid reliability, prior to operating 

13 

Yorktown Units 1 and/or 2; 

(v) Dominion Energy Virginia shall continue to follow the dispatch methodology 
submitted by PJM on June 27,2017; 

(vi) PJM and Dominion Energy Virginia shall report all dates on which Yorlctown 
Units 1 and/or 2 are operated as well as the estimated emissions and water usage 
date for those dates within ten (10) business days of such operation; and 

(vii) in the event that the outage schedule or estimates change from those presented in 

this renewal application, within ten (10) business days PJM and Dominion Energy 
Virginia shall also provide updated outages schedules and associated Yorktown 

Units 1 and 2 emission estimates. 

Respectfully submitted. 



Steven R. Pincus 
Associate General Counsel 
PJM Interconnection, L.L,C. 


Craig Glazer 

VP, Federal Government Policy 
PJM Interconnection, L.L.C. 

Cc (via electronic mail): Pat Hoffman, U.S. Department of Energy 

Catherine Jereza, U.S. Department of Energy 
Rakesh Batra, U.S. Department of Biergy 
Michael C. Regulinski, Dominion Energy Services, Inc. 
Casey Roberts, Sierra Club Environmental Law Program 

5ee Footnote 10. 




From; 

Sent: 

To: 

Cc: 


Subject: 

Attachments: 


Pincus, Steven <Steven.Pincus@pjm.com> 

Wednesday, November 29,2017 4:13 PM . ^ 

Secretary Perry; Hoffman, Patricia; Jereza, Catherine: Batra, Rakesh; Konierany, Kath« ne 
Michael Regulinski (Services - 6); Bryson, Mike E.; Souder, David W.; Tarn, Simon K.; Glazer, 
Craia; O'Hara, Chris; Michael Regulinski (Services - 6); casey.roberts@5ierraclub.org; 


Robinson, Evelyn 

Order No. 202-17-4 Renewal Application Filing 

DOE Order 202-17-4 PJM Renewal Application Letter 11-29-17.pdf 


Dear Secretary Perry: 

PJM respectfully submits for filing a ninety (90) day Renewal Application in accordance with Section 202(c) of 
the Federal Power Act, the Department of Energy’s Rules of Practice and Procedure and Order No. 202-17-4. 

Please contact me if you have any questions. 

Thank you for your consideration. 


Respectfully, 

Steven R. Pincus 

Associate General Counsel, Office of General Counsel 


(610) 666-4370 | C; (b) (6) | Steven. Plncus@pim-.c o!B 

PJM Interconnection 12750 Monroe Blvd. 1 Audubon, PA 19403 
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FromJ 

To: 

Subject: 

Date: 

Attachments: 

Importance: 


Bittner. Kathv fCONTR) 

Batra. Rakesh 

FW: OE 202c related by Wed X2fl3 
Tuesday, December 12, 2017 1:01:17 PM 
2017-008921- Action Memo to SI t2.ai7>docx 
High 


Rakesh, 

Please see Memo for Marty's question. 

Thanks, 

Kathy Bittner 

Correspondence Specialist 

ICF, Contractor for U.S. Department of Energy 

Office of Electricity Delivery and Energy Reliability 

Phone; (202) 287-5613 

Email: kathv.bittner@ha.doe.gov 

From: Dannenfelser, Marty 

Sent: Tuesday, December 12, 2017 12:59 PM 

To: Bittner, Kathy (CONTR) 

Subject: RE: OE 202c related by Wed 12/13 
Kathy, 

(b)(5) 

Thanks. 

Marty 

From: Bittner, Kathy (CONTR) 

Sent: Tuesday, December 12,201710:26 AM 

To: Lucas, John T. <John.T.l ucas@ha.doe.gov> : Dannenfelser, Marty 

< Martv.Dannenfel.ser@hn.doe.gov> : Doone, Alison <Alison.Doone@Hq.Doe.Gov> : Loraine, Jennifer 
A, <)ennifer.Loraine@ha.doe.gov >: Turenne, William <William.Turenne@hq.doe.gov> : Haus, Bob 
< Bob.Haus@hq.doe.gov> : Menezes, Mark <Mark.Menezes@hQ.doe.gov > 

Cc: GC Concurrence Actions <GCConcurrenceActions@ho.doe.gov> : Faith, Jayne 
< .lavne.Faith@ha.doe.eov> : Habansky, Sarah <Sarah.Habanskv@hci.doe.gov >: Herron, Vernon 
< Vernon.Herron@ha.doe.gov> : Cunningham, Derrick <Derrick.Cunningham@hq.doe.gov> : Hoffman, 
Patricia <Pat.HoFfman@hq.doe.gov> : Walker, Bruce <Bruce.Walker@ha.doe.gov> ; Mills, Brian 
< Brian.Mills@ha.doe,gov >: Smith, Julie A (OE) < :)ulieA.Smith@hq.doe.gov >: Rosenbaum, Matthew 
<Matthew.Rosenbaum@hq.doe.gov >: Batra, Rakesh <Rakesh.Batra@Ha.Doe.Gov> : Konieczny, 
Katherine <Katherine.Knniecznv@HQ.Doe.Gov >: Fibbe, George <6eorge.Fibbe@hq.doe.gov> : 
Lawrence, Shamika <Shamika.Lawrence@ha.doe.gov> : Fisher, Travis <Travis.Fisher@hq.doe.gov> : 
Jereza, Catherine <Catherine.Jereza@Hq.Ooe.Gov> 

Subject: RE: OE 202c related by Wed 12/13 
Importance: High 
Good morning, 

Attached please find the concurrence package for your review and concurrence. 

May 1 please have your concurrence by 2:30 pm today? 

Thanks 
Kathy Bittner 








Correspondence Specialist 

ICF, Contractor for U.S. Department of Energy 

Office of Electricity Delivery and Energy Reliability 

Phone: (202) 287-5613 

Email: kathy.bittner@hq.doe.gov 

-Original Message- 

From: Jereza, Catherine 

Sent: Monday, December 11, 2017 7:48 AM 

To: Lucas, John T. < lnhn.T.Lucas@hq.doe.gov >: Dannenfelser, Marty 

< Martv.nannpnfelser@hq.doe.gov >: Doone, Alison < Alison.Do one@Flq.Doe.Gov>: Loraine, Jennifer 
A. < |pnnifpr I orainp@hq.doe.gov >: Turenne, William < William .T(jrenne@ha.doe.gQ.y>: Haus, Bob 
< Rnh.Haus@hq dne.gov >: Menezes, Mark < Mark.Menezes@ha.doe.gQv > 

Cc; GC Concurrence Actions < GCConcurr enr.eActions@ha.doe.gov>: Faith, Jayne 
< lavnp.Faith@hq.doe.gov >: Habansky, Sarah < .Sarah.Haba nskv@hQ.doe.gov>: Herron, Vernon 
< Vprnon.Herrnn@hn.dne.gov >: Cunningham, Derrick < Derrick.Cun ningham@ha.dQe.gQV>: Swisher, 
Vivian P. (CONTR) < Vivian..Swishpr@hQ.doe.gov >: Hoffman, Patricia <Pat.F|offman@hq.dQe-goy>; 
Walker, Bruce < Rri;rp.Walker@ha.doe.gov >: Mills, Brian <Brian.Mills@ha.doe.gov>: Smith, Julie A 
(OE) < lulieA.Smith@hn.doe.gov >: Rosenbaum, Matthew <Mat.thew.Rosenbaum@hq.dQe.gQv>; 
Batra, Rakesh < Ral<esh.Batra@Ha.Doe.Gov >: Konieczny, Katherine 

< Kathprine.KnniPr7nv@Hq.D0e.Gov >: Fibbe, George <George.Fibbe@hq,doe.gov>; Lawrence, 
shamika <shamika.l awrpnre@ha.doe.gov >: Bittner, Kathy (CONTR) < K 9 thy.Bittner@hq.doe.goy >; 
Fisher, Travis < Travis.Fishe r@hq.doe.gov> 

Subject; OE 202c related by Wed 12/13 
(b) (5) 


BACKGROUND: Order No. 202-17-4, the Federal Power Act section 202(c) emergency order in effect 
for PJM and Dominion, ensures reliability in the North Hampton Roads area of Virginia, but it expires 
on December 13. PJM has requested another 90-day order. By statute, these orders are limited to 90 
days in duration, and PJM expects it will need consecutive 202(c) orders through May 2019. (b) 


This renewal 

order cross-references a Summary of Findings explaining both the rationale for and legality of the 
decision to renew Order No. 202-17-4 for another 90 days. 

RECOMMENDATION; (b) (5) 

Thank you I 
Katie 

Catherine Jereza 

Deputy Assistant Secretary, Transmission Permitting & Technical Assistance 
Office of Electricity Delivery & Energy Reliability 





U.S. Department of Energy 
(o) 202.586.0334 
(c)(b) (6) 

Shamika Lawrence 

.Shamika.Lawrence@hq.doe.gov 

202.586.4666 

** Please contact Shamika for ail meeting and scheduling requests. 
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From: 

Kon!ec 2 nv. Katherine 

To: 

Jereza. Catherine: Drake. Christocher 

Cc: 

Batra. Rakesh 

Subject: 

RE: Email to PJM Dominbn SC 

Date: 

Wednesday, December 13, 2017 9:29:02 AM 


Yes, (b)(5) 


The email text you provided Tvorks well for today's issuance. Happy traveb! 

-Original Message- 

From: Jereza, Cadierine 

Sent: Wednesday^ Decembei’ 13,2017 8:59 AM 

To: Konieczuy, Kadietine <KatheriiieXoiiieczny@Hq.Doe.Gov>; Drake, Christopher 
<GhristoplierDnike@liq.doe.gov> 

Cc: Batia, Rakesh <Rakesh-Batia@HqDoe.Gov> 

Subject: Email to PJM Dominion SC 

Hi Kathy and Chris -(b) (5) 


I have a copy of die email below, (b) (5) 

(b)(6} 

Tlianks! 

Katie 


To: Steven.Puicus@pjtn.com; craig.glazer@pim.coiii; michael reguIinski@dommioneiiergy.com; 
sanjayiiarayan@sienaclub.org; caseyrobei1s@sierraclub.org; bridget.lee@sierraclub.org; kfinto@Jiunton.coni 

CC: Walker, Bnice <Bnice.Walker@liq.doe.gov>; HofBnan, Patricia <Pat.Hoffinan@hq.doe.gov>; Batra, Rakesh 
<IlBkesli.Batra@HqJ3oe.Gov>; Katherine Koiiieczny (KadierineK:onieczny@Hq.Doe,Gov); Drake, Christopher 
<Cliristopher.Drake@hq. doe.gov> 

Subject: DOE Order 202-18-2 

Good afternoon, 

Today the Secretaiy of Energy issued Order No. 202-18-2. The Order and Summary of Findings are attached. 


Regards, 

Katie 
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From: 

Koniecznv- Katherine 

TO! 

Ratra. Rakesh: Bittner. Kathv fCONTR) 

Cc: 

Drake. ChristoDher 

Subject: 

RE: OE 202c Wed 12/13 

Date: 

Wednesday, December 13, 2017 9:54:00 PM 


The order references the Summary of Findings, so that should also be sent in PDF form to the 
same distribution list. Please let me or Chris know if we can help. 

-Kathy 


From: Batra, Rakesh <Rakesh.Batra@Hq .Doe.Gov> 

Date: Wednesday, Dec 13,2017, 9:24 PM 

To: Konieczny, Katherine <Katherine.Koniecznv@.Hq.Doe.Gov> . Bittner, Kathy (CONTR) 
<Kathy.Rittner@hq.doe.goV > 

Subject: FW: OE 202c Wed 12/13 


Sorry, forgot to Cc you. It was signed and sent. 
Thanks for your support. 

Rakesh 


From: Batra, Rakesh <Rakesh.R atra@Hq.Doe.Gov> 

Date: Wednesday, Dec 13,2017, 6:39 PM 

To: Pincus, Steven <Steven.Pincus@.pini.com> . Glazer, Craig <Craig.Glazer@,pitn.CQm >. Michael 
Regulinski < michael.regiilinski@.dominionenergv.coin> . sanjay.narayan@sierraclub.org; 
casey.roberts@sierraclub.org; bridget.lee@sierraclub.org; kfmto@hunton.com 
<sanjay.naravan@sien aclub.org> . casey.roberts@sierraclub.org <casey.roberts@sierraclub.Qrg >, 
bridget.lee@sierraclub.org <bridget.lee@sierraclub.org >. kfinto@hunton.com <kf)ntc>@hvinton,com> 
Cc: Jereza, Catherine <Catherine.Jereza@.H q.Doe.Gov> 

Subject: FW: OE 202c Wed 12/13 


Attached is the signed Order No. 202-18-2. We will update the website tomoirow. 

Thanks 

Rakesh 
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From; 

To; 

Subject; 

Date: 


Catherine 
Batra. Rakesh 
RE: OE 202c Wed 12/13 
Wednesday, December 13, 2017 10:18:42 PM 


Awesome!!!!! 


From: Batra, Rakesh <Rakesh.Ba tra@Hq.Doe.Gov> 

Date; Wednesday, Dec 13,2017,6:39 PM 

To: Pincus, Steven <Steven.Pincus@pim.coni> . Glazer, Craig < Craig,G1azerpjm.coni> , 
Michael Regulinski < inichael.repii1in.ski@dominionenergv.co m>, 

sanjay.narayan@sierraclub.org; casey.roberts@sierraclub.org; bridget.lee@sierraclub.org, 
kfmto@hunton.com <saniav.nar avan@sierraclub.org>. casey.roberts@sierraclub.org 
<r.ase.y.roberts@sierraclub.org> . bridget.lee@sieiTaclub.org <bridggt,lee@sierraclub,P J:g>, 
kfinto@hunton.com <kflPto@hunton.<?om> 

Cc; Jereza, Catherine <Catherine.J e.re7a@Hq.Doe.Gov> 

Subject: FW: OE 202c Wed 12/13 


Attached is the signed Order No. 202-18-2. We will update the website tomorrow. 

Thanks 

Rakesh 
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From! Brttner, Kathy (COMTll 

To: Jereza. Catherine: Batra, Rakesh 

Subject; RE: PJM 90 day renewal (2017-008921) 

Date: Wednesday, December 13, 2017 10:24:54 AM 


Katie, 

(b)(5) 


Thanks, 

Kathy Bittner 

Correspondence Specialist 

ICF, Conti actor for U.S. Department of Energy 

Office of Electricity Deliveiy and Energy Reliability 

Phone: (202)287-5613 

Email: kathy.bittuer@liq.doe.gov 

-Original Message- 

From: Jereza, Catherine 

Sent: Wednesday, I>ecenibea' 13,2017 8:32 AM 

To: Bittner, Kathy (CONTR) <Kathy.Bittner@hq.doe.gov>; Batra, Rakesh <RakeslLBatra@Hq.Doe.Gov> 
Subject: RE: PJM 90 day renewal (2017-008921) 

Great - diaiik yon! 

-Orighial Message- 

From: Bittner, Kathy (CONTR) 

Sent: Wednesday, December 13,2017 7:55 AM 

To: Jereza, Catheruie <CatlieiineJereza@Hq.Doe.Gov>; Batra, Rakesh <Rakesh.Batra@HqDoe.Gov> 
Subject: PJM 90 day renewal (2017-008921) 

Good moniing Katie, 

I liave received GC/CI/PA/CFO concurrences on the package and have taken it i^stairs to Exec Sec. 

(b)(5) 

Kathy Bittner 

Correspondence Specialist 

ICF, Contractor for U,S. Department of Energy 

Ofi&ce of Electricity Delivery and Energy Reliability 

Phone: (202)287-5613 

Email: kathy.bittner@liq.doe.gov 
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From; 

Fickel. Louise 

To; 

Batra. Rakesh 

Cc: 

Rosenbaum. Matthew 

Subject: 

renewal 

Date; 

Wednesday, December 13, 2017 12:05i54 PM 


Good morning Rakesh - 

Just checking in to see if the 90-day renewal of the September 14 Order has been issued and is ready for posting on 
the OE website. 


Louise 


Document 82 


From: 

To; 

Cc; 

Subject: 

Date: 

lm|iortance: 


R?ttner. Kathv fCQ^fTR) 
lprp7a. Catherine 
Bafra. Rakesh : Mills, Brian 

URGEf^ - RESPONSE NEEDED - RE: PJM 90 day renewal (2017-008921) 

Wednesday, December 13, 2017 12:37:12 PM 

High 


Kiltie, 

I just received a phone call from Exec Sec. (b) (5) 


Please advise. 


Thaitks, 


Kathy Bittner 

Correspondence Specialist 

ICF, Contractor for U.S. Department of Energy 

Office of Eiectticily Delivery and Energy Reliability 

Phone: (202)287-5613 

Email: katliy.bittner@liq.doe.gov 


-Original Message- 

From: Jereza, Catherine 

Sent: Wednesday, December 13,2017 8:32 AM 

To: Bittner, Kathy (CONTR) <Katby.Bittiier@hq.doe.gov>; Batra, Rakesh <Rakesli.Batra@Hq.Doe.Gov 
Subject: RE: PJM 90 day renewal (2017-008921) 

Great - thank you! 


-Original Message- 

From: Bittner, Kathy (CONTR) 

Sent: Wednesday, December 13,2017 7:55 AM ^ ^ 

To: Jereza, Catherine <Catherine Jereza@Hq.Doe.Gov>; Baba, Rakesh <Rake 5 h.Batra@Hq.D 0 e. \ 
Subject: PJM 90 day renewal (2017-008921) 

Good morning Katie, 

I have received GC/CI/PA/CFO concunences on the package and have taken it i^stairs to Exec Sec. 

(b)(5) 

Kathy Bittner 
Correspondence Specialist 



ICF, Contractor for U.S, Department of Energy 
Office of Electricity Delivery and Energy Reliability 
Phone: (202) 287-5613 
Email: lcathy.bittner@hq.doe.gov 
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From! 

Bittner. Kathv fCONTRl 

To: 

Bowie, America 

Cc; 

Rosenbaum. Matthew: Batra. Rakesh: Milts. Brian: Jereza. Catherine 

Subject; 

FW; OE 202c related by Wed 12/13 

Date: 

Wednesday, December 13, 2017 1:10:11 PM 


Hi America^ 

Please see email below tliat Katie seut out on Monday. 

OE^s POCs for tliis package are: 

DAS/Katie Jereza (b) (6) (cell) 

Matt Roseubaum6-i060 or(b) (6) (cell) 

RakeshBatra6-1283 or{b) (6) (cell) 

Brian Mills6-8267 


Please let me know if you need additional information. 

Thanks, 

Katlry Bittner 

Coitespondence Specialist 

ICF, Contractor for U.S, Depailineiit of Energy 

Office of Electricity Delivery and Energy Reliability 

Phone: (202)287-5613 

Email: kathy.bittner@hq.doe.gov 


—Original Message- 

From: Jereza, Catherine 

Sent: Monday, December 11,2017 7:48 AM 

To: Lucas, John T. <JolinT.Lucas@hq.doe,gov>; Daimenfelser, Marty <Marty.DanneEfelser@hq.doe.gov>; Doone, 
Alison <Alison.Doone@Hq.Doe.Gov>; Loraine, Jennifer A. <Jeanifer.Loraine@liq.doe,gov>; Turenne, William 
<WUliam.Turemie@hq.doe.gov>; Haus, Bob <Bob.Haus@hq.doe.gov>; M^ezes, Mark 
<Mark.Menezes@hq.doe.gov> 

Cc: GC Concurrence Actions <GCConcuiTenceActions@hq.doe.gov>; Faith, Jayne <Jayne.Faith@liq.doe.gov>; 
Habansky, Saiali <Sarah.Habansky@liq.doe.gov>; Henon, Vernon <VeniomHerron@hq.doe.gov>; Cunningham, 
Derrick <Denick.Cumiiaghain@hq.doe.gov>; Swisher, Vivian P. (CONTR) <Vivian,Swisher@liq.doe.gov>; 
Hoffinaii, Patricia <Pat.Hof&iiaii@hq.doe.gov>; Walker, Bruce <Bnice.Walker@liq.doe.gov>; Mills, Brian 
<Briau.Milis@liq.doe.gov>; Smith, Julie A (OE) <JulieA.Smith@hq.doe.gov>; Rosenbaum, Matthew 
<Mattiiew.Rosenbaum@liq.doe.gov>; BaUa, Rakesh <Rakesh.Batia@Hq.Doe.Gov>; Kouieczny, Katherine 
<Katherine.Komeczny@Hq.Doe,Gov>; Fibbe, George <George.Fibbe@hq.doe.gov>; Lawrence, Sbamika 
<Sluunika.LawT:ence@hq.doe.gov>; Bittner, Kathy (CONTR) <Kathy.Bittiier@liq.doe,gov>; Fisher, Travis 
<rravis.Fisher@hq,doe.gov> 

Subject: OE 202c related by Wed 12/13 


(b)(5) 


(b) (5) 


BACKGROUND: Order No. 202-17-4, the Federal Power Act section 202(c) emergency order in effect for PJM 
and Dominion, ensures reliability in the North Hampton Roads area of Virginia, but it expires on December 13. 
PJM has requested another 90-day order. By statute, these orders are limited to 90 days in duration, and PJM 
expects it will need consecutive 202(c) orders through May 2019. In the renewal order, the Department of Energy 
repeats most of the terms of the current order, mainly requiring that PJM direct the operation of two coal-fired 
generation units owned by Dominion as needed to address reliability issues. The purpose is to avoid load shedding 
in the impacted area, which could extend to 150,000 customers including critical infrastructure facilities. This 
renewal order cross-references a Summary of Findings explaining both the rationale for and legality of the decision 
to renew Order No. 202-17-4 for another 90 days. 

RECOMMENDATION: (b) (5) 

Thank you! 

Katie 

Catherine Jereza 

Deputy Assistant Secretary, Transmission PeiTnitting Sc Technical Assistance 
Office of Electricity Delivery & Energy Reliability 
U.S. Department of Energy 
(o) 202.586.0334 

(c)(b)(6) 

Shamika Lawrence 

Shamika.Lawrence@hq.doe.gov 

202.586.4666 

** Please contact Shamika for all meeting and scheduling requests. ** 
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From: 

Bowie, ^erica 

To: 

Mi!ls„ Brian: Bittner. Kattiv tCONTRl 

Cc: 

Rosenbaum. Matthew: Batra. Rakesh: Jereza. Catherine 

Subject: 

RE; OE 202c related by Wed 12/13 

Date: 

Wednesday, December 13, 2017 3:58:53 PM 


No. (b) (5) 


-Onginai Message- 

Fmm: Mills, Brian 

Sent: Wednesday, December 13,2017 3:49 PM 

To: Bittner, Katliy (CONTR) <Kadiy.Bittner@hq.doe.gov>; Bowie, America <Amertca.Bowie@hq.doe.gov> 
Cc: Rosenbaum, Matthew <Matthew.Roseiibaum@hq.doe.gov>; Bafra, Rakesh <Rakesli.Batra@Hq.Doe.Gov>; 
Jereza, Catherine <Catherine.Jereza@Hq.Doe.Gov> 

Subject: RE: OE 202c related by Wed 12/13 

America: 

(b){5) 


-Original Message- 

Finm: Bittner, Katliy (CONTR) 

Sent: Wednesday, Decembei* 13,2017 1:10 PM 
To: Bowie, Ajnerica <America.Bowie@liq.doe,gov> 

Cc: Rosenbaum, Matthew <Mattliew.Roseiibauin@liq.doe.gov>; Batra, Rakesh <Rakesh.Batra@Hq.Doe.Gov>; 
Mills, BriaJi <Brian.MilU@hq,doe.gov>; Jereza, Catherine <Catherine Jere 2 a@Hq*Doe.Gov> 

Subject: FW: OE 202c related by Wed 12/13 

Hi Ajnerica, 

Please see email below tliat Katie sent out on Monday. 

OHs POCs for this package are: 

DAS/Katie Jereza (b) (6) (cell) 

Matt Rosenbaum6-1060 or(b) (6) (cell) 

Rakesh Batra6-1283 or (b) (6) (cell) 

Brian MiUs6-8267 


Please let me know if you need additional information. 

Thanks, 

Kathy Bittner 

CoiTespondence Specialist 

ICF, Contractor for U,S. Department of Energy 

OfBce of Electricity Dehvery and Energy Reliability 

Phone: (202)287-5613 

Email: kathy.bittnei@hq.doe.gov 


-Original Message- 

From; Jereza, Catherine 

Sent: Monday, December 11, 2017 7:48 AM 

To: Lucas, John T. <John.TLucas@hq.doe.gov>; Dannenfelser, Maity <Mai*ty.Dannenfelser@hq.doe.gov>; Doone, 
Aiison <Alison.Doone@Hq.Doe.Gov>; Loraine, Jennifer A. <Jennifer.Loraine@hq.doe.gov>; Turenne, William 
<William.Turenne@hq.doe.gov>; Hans, Bob <Bob.Haus@hq.doe.gov>; Menezes, Mark 
<Mark .Menezes@hq,doe, gov> 

Cc: GC Concurrence Actions <GCConcurrenceActions@hq.doe.gov>; Faith, Jayne <Jayne.Faith@hq.doe.gov>; 
Habansky, Sarah <Sarah.Habansky@hq.doe.gov>; Heiron, Vernon <VemomHerron@hq.doe.gov>; Cunningham, 
Derrick <Derrick.Cunningham@hq.doe.gov>; Swisher, Vivian P. (CONTR) <Vivian.Swisher@hq.doe.gov>; 
Hoffman, Patricia <Pat.Hoffman@hq.doe.gov>; Walker, Bruce <Bruce.Walker@hq.doe.gov>; Mills, Brian 
<Brian.Mills@hq.doe.gov>; Smith, Julie A (OE) <JulieA.Smith@hq.doe.gov>; Rosenbaum, Matthew 
<Matthew.Rosenbaum@hq,doe.gov>; Batra, Rakesh <Rakesh.Batra@Hq.Doe.Gov>; Konieczny, Katherine 
<Katherine.Konieczny@Hq.Doe.Gov>; Fibbe, George <George.Fibbe@hq.doe.gov>; Lawrence, Shamika 
<Shamika.Lawrence@hq.doe.gov>; Bittner, Kathy (CONTR) <Kathy.Bittner@hq.doe.gov>; Fisher, Travis 
<Travis.Fisher@hq.doe.gov> 

Subject: OE 202c related by Wed 12/13 

(b) (5) 


BACKGROUND: Order No. 202-17-4, the Federal Power Act section 202(c) emergency order in effect for PJM 
and Dominion, ensures reliability in the North Hampton Roads area of Virginia, but it expires on December 13. 
PJM has requested another 90-day order. By statute, these orders are limited to 90 days in duration, and PJM 
expects it will need consecutive 202(c) orders through May 2019. (b) (5) 

. This 

renewal order cross-references a Summary of Findings explaining both the rationale for and legality of the decision 
to renew Order No. 202-17-4 for another 90 days. 

RECOMMENDATION: (b) (5) 

Thank you! 

Katie 

Catherine Jereza 

Deputy Assistant Secretary, Transmission Peimitting & Technical Assistance 
Office of Electricity Delivery & Energy Reliability 
U.S. Department of Energy 
(o) 202.586.0334 

(C) (b)(6) 

Shamika Lawrence 

Shamika.Lawrence@hq.doe.gov 

202.586.4666 

** Please contact Shamika for all meeting and scheduling requests. ** 
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Fromi 

Bowie, America 

To; 

Mills. Brian: Bittner. Kathv tCOrTTR) 

Cc; 

Rnsr^nbaum. Matthew: Batra. Rakesh; Jereza. Catherine 

Subject; 

RE; OE 202c related by Wed 12/13 

Date; 

Wednesday, December 13, 2017 5:35:^ PM 


5:30 Update, {b) {5) 


-Original Message- 

Fix>in: Mills, Brian 

Sent: Wednesday, December 13,2017 3:49 PM 

To: Bittner, Katliy (CONTR) <Kathy3imier@hq.doe.gov>; Bowie, America <Aiuerica,Bowie@bq.doe,gov> 
Cc: Rosenbaum, Matthew <Matthew.Rosenbaum@hq.doe.gov>; Batra, Rakesh <Rakesli.Batra@Hq.Doe.Gov>; 
Jereza, Catherine <Catherine Jereza@Hq.Doe,Gov> 

Subject: RE: OE 202c related by Wed 12/13 

America: 

(b)(5) 


-Original Message- 

From: Bittner, Kathy (CONTR) 

Sent: Wednesday, Decembei* 13,2017 1:10 PM 
To: Bowie, America <America,Bowie@hq.doe,gov> 

Cc: Rosenbaum, Matthew <Mattliew*Rosenbauin@hq.doe.gov>; Batm, Rakesh <Rake$lLBatTa@Hq.Doe.Gov>; 
Mills, Brian <Brian.Mills@hq.doe.gov>; Jereza, Catherine <Catherine.Jereza@Hq.Doe.Gov> 

Subject: FW: OE 202c related by Wed 12/13 

Hi America, 

Please see email below that Katie sent out on Monday. 

OFs POCs for this package are: 

DAS/Katie Jereza (b) (6) (cell) 

Matt Rosenbaum6-1060 or (b) (6) (cell) 

Rakesh BatTa6-1283 or (b) (6) (cell) 

Brian Mills6-8267 


Please let me know if you need additional information. 

Thanks, 

Kathy Bittner 

Coixespondence Specialist 

ICF, Contractor for U.S. Depaitment of Energy 

Of&ce of Electricity Delivery and Energy Reliability 

Phone: (202)287-5613 

Email: kathy.bittnei@hq.doe.gov 



-Original Message- 

From: Jereza, Catherine 

Sent: Monday, December 11, 2017 7:48 AM 

To: Lucas, John T. <John.T.Lucas@hq.doe.gov>; Dannenfelser, Marty <Marty,Dannenfeiser@hq.doe.gov>; Doone, 
Alison <Alison.Doone@Hq.Doe.Gov>; Loraine, Jennifer A. <Jennifer.Loraine@hq.doe.gov>; Turenne, William 
<Wiliiam.Turenne@hq,doe.gov>; Haus, Bob <Bob.Haus@hq.doe.gov>; Menezes, Mai‘k 
<Mark.Menezes@hq.doe,gov> 

Cc: GC Concurrence Actions <GCConcurrenceActions@hq.doe.gov>; Faith, Jayne <Jayne.Faith@hq,doe.gov>; 
Habansky, Sarah <Sarah.Habansky@hq.doe.gov>; Henon, Vernon <Vemon.Henon@hq.doe,gov>; Cunningham, 
DeiTick <DeiTick.Cunningham@hq.doe.gov>; Swisher, Vivian P. (CONTR) <Vivian.Swisher@hq.doe.gov>; 
Hoffman, Patricia <Pat.Hofftnan@hq.doe.gov>; Walker, Bruce <Bruce.Walker@hq.doe.gov>; Mills, Brian 
<Brian.Mills@hq.doe.gov>; Smith, Julie A (OE) <JulieA,Smith@hq.doe,gov>; Rosenbaum, Matthew 
<Matthew.Rosenbaum@hq.doe.gov>; Batra, Rakesh <Rakesh.Batra@Hq,Doe.Gov>; Konieczny, Katherine 
<Katherine.Konieczny@Hq.Doe.Gov>; Fibbe, George <George.Fibbe@hq.doe.gov>; Lawrence, Shamika 
<Shamika,Lawrence@hq.doe,gov>; Bittner, Kathy (CONTR) <Kathy.Bittner@hq.doe,gov>; Fisher, Travis 
<Travis.Fisher@hq.doe»gov> 

Subject: OE 202c related by Wed 12/13 

(b) (5) 


BACKGROUND: Order No, 202-17-4, the Federal Power Act section 202(c) emergency order in effect for PJM 
and Dominion, ensures reliability in the North Hampton Roads area of Virginia, but it expires on December 13. 
PJM has requested another 90-day order. By statute, these orders are limited to 90 days in duration, and PJM 
expects it will need consecutive 202(c) orders through May 2019. (b) (5) 


. This 

renewal order cross-references a Summaiy of Findings explaining both the rationale for and legality of the decision 
to renew Order No, 202-17-4 for another 90 days. 

RECOMMENDATION: (b) (5) 

Thank you! 

Katie 

Catherine Jereza 

Deputy Assistant Secretary, Transmission Pennitting & Technical Assistance 

Office of Electricity Delivery & Energy Reliability 

U.S. Department of Energy 

(o) 202.586.0334 

(c){b) (6) 

Shamika Lawrence 
Shamika,Lawrence@hq. doe.gov 
202.586.4666 

** Please contact Shamika for all meeting and scheduling requests. ** 
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From: Bowie. America 

To: Mills. Brian: Bittner. Kathv (CO^^^R) 

Cc; Rosenbaum. Matthew: Batra, Rakesh: Jereza. Catherine 

Subject: RE: OE 202c related by Wed 12/13 

Pate; Wednesday, December 13, 2017 5:54:49 PM 

Attachments: FyFC-2t)17-008921 Signed Order 202-ia-2.t>df 


Attached is the signed Order No. 202-18-2. 

-Original Message- 

From: Mills, Brian 

Sent: Wednesday, December 13, 2017 3:49 PM 

To: Bittiier, Kafiy (CONTR) <Katliy.Bittiier@hq.doe.gov>; Bowie, America <America.Bowie@liq.doe.gov> 
Cc: Roseubaiuii, Matthew <Matthew.Rosenbaum@liq.doe.gov>; Batra, Rakesh <Rakesh.Batra@Hq.Doe.Gov>; 
Jereza, Catheiiue <Catlieiine Jereza@Hq.Doe.Gov> 

Subject: RE: OE 202c related by Wed 12/13 

America: 

(b)(5) 


-Original Message- 

From; Bittner, Kathy (CONTR) 

Sent: Wednesday, December 13,2017 1:10 PM 
To: Bowie, America <Ameiica,Bowie@liq.doe.gov> 

Cc: Rosenbamn, Matthew <Matthew.Rosenbauni@liq.doe.gov>; Batra, Rakesli <Rake5hBati:a@Hq.Doe.Gov>; 
Mills, Brian <BriaiLMills@hq.doe.gov>; Jereza, Catherine <CatlieriiieJereza@Hq.Doe.Go\'> 

Subject: FW: OE 202c related by Wed 12/13 

Hi America, 

Please see email below tliat Katie sent out on Monday. 

OE’s POCs for tliis package are: 

DAS/Katie Jereza (b) (6) (cell) 

Matt Rosenbaum6-1060 or (b) (6) (cell) 

Rakesh Bati’a6-1283 or (b) (6) (cell) 

Brian Mill56-8267 


Please let me know if you need additional information. 

Thanks, 

Kathy Bittner 

Correspondence Speciahst 

ICF, Contractor for U.S, Department of Energy 

Office of Electricity Delivery and Energy RehabLlity 

Phone: (202)287-5613 

Email: kathy.bittner@hq.doe.gov 



-Original Message- 

From: Jereza, Catherine 

Sent: Monday, December 11, 2017 7:48 AM 

To: Lucas, John T. <John.T.Lucas@hq.doe.gov>; Dannenfelser, Marty <Marty.Dannenfelser@hq.doe.gov>; Doone, 
Alison <Alison.Doone@Hq.Doe.Gov>; Loraine, Jennifer A. <Jennifer.Loraine@hq.doe.gov>; Turenne, William 
<William.Turenne@hq.doe.gov>; Haus, Bob <Bob.Haus@hq.doe.gov>; Menezes, Mark 
<Mark.Menezes@hq.doe.gov> 

Cc; GC Concurrence Actions <GCConcuiTenceActions@hq.doe.gov>; Faith, Jayne <Jayne.Faith@hq.doe.gov>; 
Habansky, Sarah <Sarah.FIabansky@hq.doe.gov>; Herron, Vernon <Vemon.Hen-on@hq.doe.gov>; Cunningham, 
Derrick <Den-ick.Cunningham@hq.doe.gov>; Swisher, Vivian P. (CONTR) <Vivian.Swisher@hq.doe.gov>; 
Hoffman, Patricia <Pat.Hoffman@hq.doe.gov>; Walker, Bruce <Bruce.Walker@hq.doe.gov>; Mills, Brian 
<Brian.Mills@hq.doe.gov>; Smith, Julie A (OE) <JulieA.Smith@hq.doe.gov>; Rosenbaum, Matthew 
<Matthew.Rosenbaum@hq.doe.gov>; Batra, Rakesh <Rakesh.Batra@Hq.Doe.Gov>; Konieczny, Katherine 
<Katherine.Konieczny@Hq.Doe.Gov>; Fibbe, George <George.Fibbe@hq.doe.gov>; Lawrence, Shamika 
<Shamika,Lawrence@hq.doe.gov>; Bittner, Kathy (CONTR) <Kathy.Bittner@hq.doe.gov>; Fisher, Travis 
<Travis.Fisher@hq.doe.gov> 

Subject: OE 202c related by Wed 12/13 

(b) (5) 


BACKGROUND: Order No. 202-17-4, the Federal Power Act section 202(c) emergency order in effect for PJM 
and Dominion, ensures reliability in the North Hampton Roads area of Virginia, but it expires on December 13. 
PJM has requested another 90-day order. By statute, these orders aie limited to 90 days in duration, and PJM 
expects it will need consecutive 202(c) orders through May 2019. (b) (5) 


This 

renewal order cross-references a Summary of Findings explaining both the rationale for and legality of the decision 
to renew Order No. 202-17-4 for another 90 days. 

RECOMMENDATION: (b) (5) 

Thank you! 

Katie 

Catherine Jereza 

Deputy Assistant Secretaiy, Transmission Permitting & Technical Assistance 
Office of Electricity Delivery & Energy Reliability 
U.S. Department of Energy 
(0)202.586.0334 

(C) (b)(6) 

Shamika Lawrence 

Shamika.Lawrence@hq.doe.gov 

202.586.4666 


+* Please contact Shamika for all meeting and scheduling requests. ** 





Department of Energy 

Washington, DC 20585 


Order No. 202-18-2 

On 'November 29, 2017, PJM Interconnection, L.L.C. (PJM) submitted Order No. 
202-17-4 Renewal Application Filing (Renewal Application) to the U.S. Department of 
Energy (DOE or Department). PJM is the Regional Transmission Operator (RTO) 
responsible for the reliability of the bulk power grid across several states, including in the 
North Hampton Roads area of Virginia.* Previously, on June 16, 2017, DOE issued 
Order No. 202-17-2 under section 202(c) of the Federal Power Act (FPA), 16 U.S.C. § 
824a(c). That order authorized PJM to dii-ect Virginia Electric and Power Company^ 
(Dominion) to operate coal-fired Units 1 and 2 of its Yorktown Power Station, under 
certain specified circumstances, and only for a 90-day period. Order No. 202-17-4, 
issued on September 14,2017 and under the same statutory authority, renewed Order No. 
202-17-2 for an additional 90-day period. Order No. 202-17-4 expires at the end of 
today, by its own terms and by statute. 16 U.S.C. § 824a(c)(4)(A). In its Renewal 
Application, PJM asserts that there is a continuing emergency in the North Hampton 
Roads area of Virginia and asks the Department for another 90-day renewal. 

Based on data and infonnation submitted to the Department, and as explained in 
the accompanying Summary of Findings, I have determined that an emergency continues 
to exist in the North Hampton Roads area of Virginia due to a shortage of electric energy 
and a shortage of facilities for the generation and transmission of electric energy. I find 
that issuance of this Order will meet the emergency and serve the public interest in the 
North Hampton Roads area, as required by FPA section 202(c). I have imposed 
limitations on operations outlined in this Order to ensure, to the maximum extent 
practicable, consistency with applicable environmental laws and regulations, and the 
reporting requirements for operations and estimated emissions ensure transparency of 
implementation. Accordingly, I hereby grant PJM’s Renewal Application and issue 
Order No. 202-18-2 to allow operation of Yorktown Units 1 and 2, with modifications as 
explained below, for an additional 90-day period to expire on March 13, 2018. 



' PJM.has stated that “[t]he North Hampton Roads load area includes ... Charles City County, James City 
County, York County, Williasnsburg, Yorktown, Newport News, Poquoson, Hampton, Essex County, King 
William County, King and Queen County, Middlesex County, Mathews County, Gloucester County, the 
City of West Point. King George County, Westmoreland County, Northumberland County, Richmond 
County, Lancaster County, and the City of Colonial Beach.” Request for Emergency Order Pursuant to 
Section 202(c) of the Federal Power Act, at 1 n.4 (June 13,2017). Williamsburg, Newport News, 
Poquoson, and Hampton are independent cities; Yorktown is a Census-Designated Place and the county 
seat of York County; West Point is a town in King William County; and Colonial Beach is a town in 
Westmoreland County. 

^ Virginia Electric and Power Company’s parent company is Dominion Energy, Inc. 
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As I have determined that an emergency exists in the North Hampton Roads area of 

Virginia, I hereby order: 

A. By Eastern Prevailing Time, beginning on December 14,2017, and continuing 
through March 13,2018, in the event that PJM determines that generation from 
Yorktown Units 1 and/or 2 is needed to maintain grid reliability. Dominion shall 
operate Units 1 and/or 2 of the Yorktown Power Station as directed by PJM only as 
needed to address reliability issues. This directive applies under either or both of 
Scenario One and Scenario Two as described in the accompanying Summary of 
Findings. This directive incorporates and maintains the operational limitations 
described in the Envirormiental Protection Agency’s Administrative Compliance 
Order, AED-CAA-113(a)-2016-0005. Consistent with good utility practice and the 
dispatch methodology submitted by PJM on June 27,2017, PJM and Dominion shall 
exhaust all reasonably and practically available resources, including demand response 
and identified behind-the-meter generation resources to the extent that such resources 
provide support to maintain grid reliability, prior to operating Yorktown Unit 1 or 
Yorktown Unit 2. 

B. Dominion shall continue to comply with the dispatch methodology submitted by PJM 
on June 27,2017. 

C. Every two weeks, PJM and Dominion shall report all dates between December 13, 
2017 and March 13,2018, on which Yorktown Units 1 and/or 2 are operated, and the 
associated air emissions and water usage for those dates. Specifically, PJM and/or 
Dominion shall report, in units that align with those used in 40 C.F.R. Part 63, 
Subpart UUUUU, Table 2, the daily air emissions of: 1) filterable particulate matter 
(PM) or total non-mercmy hazardous air pollutant (HAP) metals or individual HAP 
metals, 2) hydrogen chloride (HCl) or sulfur dioxide (SO 2 ), and 3) mercury (Hg). 
PJM and/or Dominion shall also report daily air emissions of greenhouse gases and 
nitrogen oxides (NOx) and daily water usage. In the event that the outage schedule or 
estimates change from those presented in the Renewal Application, PJM and/or 
Dominion shall also provide updated outage schedules and associated Yorktown Unit 
1 and Yorktown Unit 2 emissions estimates within two weeks of such change. 

D. Renewal of this Order, should it be needed, must be requested before this Order 
expires. If the conditions creating the emergency remain substantially unchanged, a 
renewal request should be submitted at least 14 calendar days before this Order 
expires. If the conditions change, a renewal request should be submitted at least 21 
calendar days before this Order expires. 

Issued in Washington, D.C. at 5:45 PM this 13th day of December, 2017. 

Rick Perry 
Secretary of Energy 
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From; Michael Regufinski 

To: Batra. Rakesh 

Subject: Re: [External] FW: OE 202c Wed 12/13 

Date; Wednesday, December 13, 2017 6:44:41 PM 


Thanks Rakesh. 

Sent from my iPhone 

Please excuse weird auto corrections 


On Dec 13, 2017, at 6:40 PM, Batra, Rakesh <Rakesh.Ba tra@.Hq.Doe.Gov> wrote: 


Attached is the signed Order No. 202-18-2. We will update the website tomoirow. 

Thanks 

Rakesh 


CONFIDENTIALITY NOTICE: This electronic message contains information which may 
be legally confidential and or privileged and does not in any case represent a firm EOTRGY 
COMMODITY bid or offer relating thereto which binds the sender without an additional 
express written confirmation to that effect. The information is intended solely for the 
individual or entity named above and access by anyone else is unauthorized. If you are not the 
intended recipient, any disclosure, copying, distribution, or use of the contents of this 
information is prohibited and may be unlawful. If you have received this electronic 
transmission in error, please reply immediately to the sender that you have received the 
message in error, and delete it. Thank you. 
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From: 

To: 

Subject: 

Date: 


Koniecznv, Katherine 
Ratra. Rflkesh 
202(c) 

Wednesday, December 13, 2017 7:55:17 PM 


Has the order been signed? 
Thanks, 

Kathy 



Document 89 


From: 

To: 

Cc: 

Subject: 

Date: 

The order references a S ummary of Findings. Has that been issued yet? 

From: Batra, Rakesh [mailto:Rakesh.Batra@Hq.Doe.Gov] 

Sent: Wednesday, December 13,2017 6:39 PM 

To: Pincus, Steven; Glazer, Craig; Michael Reguiinski; sanjay narayan@sierraclub.org; 

casey roberts@sierracIub.org; bridget.iee@sierraclub.org; kfmto@hunton.com; casey roberts@sierraclub.org; 

bridget.lee@sierraclub.org; kfinto@hunton.com 

Cc: Jereza, Catherine 

Subject: FW: OE 202c Wed 12/13 

External Email! Think before clicking links or attachments. 


Attached is the signed Order No. 202-18-2. We will update the website tomorrow. 

Thanks 

Rakesh 



REi OE 202c Wed 12/13 

Thursday, December 14, 2017 9:33:56 AM 







From: 

To: 

Subject: 

Date: 

Attachments: 


Rowie. America 
Ratra. Rakesh 
Summary of Findings 

Thursday, December 14, 2017 12:03:53 PM 
FyFr-2Ql7"nnRq21 Sum mary nfFindinas.pdf 


Document 90 


Summary of Findings 
Department of Energy Order No. 202-18-2 

December 13,2017 

Section 202(c) of the Federal Power Act (FPA) (codified at 16 U.S.C. § 824a(c)), 
through section 301(b) of the Department of Energy Organization Act (codified at 42 
U.S.C. § 7151(b)), authorizes the Secretary of Energy, upon finding “that an emergency 
exists by reason of a sudden increase in the demand for electric energy, or a shortage of 
electric energy or of facilities for the generation or transmission of electric energy, or of 
fuel or water for generating facilities, or other causes,” to issue an order “requir[ing] ... 
such temporary connections of facilities and such generation, delivery, interchange, or 
transmission of electric energy as in [the Secretary’s] judgment will best meet the 
emergency and serve the public interest.” 16 U.S.C. § 824a(c)(l). If the order may 
result in a conflict with [an] environmental law or regulation,” then the Secretary must 
“ensure that such order requires generation, delivery, interchange, or transmission of 
electric energy only during hours necessary to meet the emergency and serve the public 
interest, and, to the maximum extent practicable, is consistent with any applicable ... 
environmental law or regulation and minimizes any adverse environmental impacts.” Id. 

§ 824a(c)(2). Orders issued under FPA section 202(c) “that may result in a conflict with 
[an] environmental law or regulation” expire 90 days after they are issued, but the 
Secretary “may renew or reissue such order[s] . .. for subsequent periods, not to exceed 
90 days for each period, as [the Secretary] determines necessary to meet the emergency 
and serve the public interest.” Id. § 824a(c)(4)(A). 

This Summary of Findings incorporates by reference the procedural history, 
section 202(c) analysis, and environmental analysis in DOE Order Nos. 202-17-2, 202- 
17-4, and 202-18-1, and the September 14,2017 and November 6,2017 Summaries of 
Findings. 

On November 29, 2017, PJM Interconnection, L.L.C. (PJM) filed a Renewal 
Application with DOE. The filing incorporated by reference all reports required by Order 
No. 202-17-4, which are included in the docket of this Order. Citing a Virginia Electric 
and Power Company (Dominion) report dated October 12, 2017 (Report on Yorktown 
Units 1 and 2 Revised Construction Schedule (Oct. 12, 2017), PJM stated that 
construction of the Project is now estimated to be completed May 12, 2019. Renewal 
Application at 2 n.4 & 4. The October 12 report explained that certain restrictions on 
construction, implemented by the Virginia Marine Resources Commission and U.S. 

Army Corps of Engineers, “are imposed to minimize impacts of the installation of 
transmission tower foundations on anadromous fish species.” Report on Yorktown Units 
1 and 2 Revised Construction Schedule at 3. According to Dominion, Virginia Marine 
Resources Commission restrictions prevent installation of transmission tower foundations 
in the shallow waters of the James River from February 15 to June 15, and the U.S. Army 


Page 1 of 3 



Summaty of Findings for Department of Energy Order No. 202-18-2 


Corps of Engineers prohibits installation of the foundations in the deep waters of that 
river from February 15 to November 15. Id. Consequently, Dominion declared the need 
to extend the construction schedule to May 2019, adding that “[t]he construction schedule 
will likely change again,” Id. at 4. Also emphasizing that the conditions creating the 
cited emergency are substantially unchanged, PJM underscored that transmission outages 
will continue to be required if Project construction is to be completed expeditiously. See 
Renewal Application at 4-5. 

Between September 14, 2017 and December 13, 2017, the time period during 
which Order No. 202-17-4 was in effect, the Yorktown Units were in test operation for a 
total of just over three and a half hours. Report on Yorktown Units 1 and 2 Operations 
Pursuant to Order No. 202-17-4, Attachment 1 (Dec. 1, 2017). The “reliability test luns” 
took place during the afternoon and evening of October 25, and “included running sub¬ 
systems and firing of ignitors and warm up burners to functionally test and verify 
operation for start-up.” Report on Yorktown Units 1 and 2 Operations Pursuant to Order 
No. 202-17-4, at 2 (Nov. 9,2017). The testing did not generate power for the grid, but 
was performed “as part of a quarterly effort to ensure reliability of these two units when 
called upon by PJM to provide grid stability.” Id. Yorktown Units 1 and 2 did not 
operate over the last 90 days to address a reliability issue. 

Discussion 

Order Nos. 202-17-2,202-17-4, and 202-18-2 direct operation of Yorktown Units 
1 and 2 as needed to address reliability issues, subject to a dispatch methodology 
submitted to the Department for review. Dominion has reported operation of Yorktown 
Units 1 and/or 2 for all or part of 19 days during the pendency of Order Nos. 202-17-2 
and 202-17-4. Report on Yorktown Units 1 and 2 Operations Pursuant to Order No. 202- 
17-4, Attachment 1 (Dec. 1, 2017), included in the docket of this Order. 

In the November 29 Renewal Application, PJM sought to clarify how it is 
implementing ordering paragraphs A and B of Order No. 202-17-4, which require that (1) 
“Consistent with good utility practice, PJM and Dominion shall exhaust all reasonably 
and practically available resources, including demand response and behind-the-meter 
generation resources, prior to operating Yorktown Unit 1 or Yorktown Unit 2,” and (2) 
“Dominion shall continue to comply with the dispatch methodology submitted by PJM on 
June 27, 2017.” PJM explained that “if demand response and/or behind-the-meter 
resources would not provide needed reactive support, or otherwise not lessen the need to 
operate the Yorktown units for reliability, such resources would not be ‘reasonably and 
practically available’ and operating the resources would not be consistent with the [terms 
of Order No. 202-17-4].” Renewal Application at 3 n. 10. DOE concurs with this 
interpretation, and adjustments have been made to the ordering paragraphs of Order No. 
202-18-2 to reflect that view. 
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In considering renewal or reissuance of an order under FPA section 202(c) that 
may conflict with an environmental law or regulation, DOE is required to “consult with 
the primary Federal agency with expertise in the environmental interest protected by such 
law or regulation” and to include “conditions as such Federal agency determines 
necessary ... to the extent practicable.” 16 U.S.C. § 824a(c)(4). The Environmental 
Protection Agency (EPA) is the primary federal agency in this case with expertise in the 
protected environmental interest, and the Department consulted with EPA aftet receiving 
the Renewal Application. Email from Acting Assistant Administrator Larry Starfield, 
Office of Enforcement and Compliance Assurance, to Bruce Walker, Assistant Secretary 
for Electricity Delivery and Energy Reliability (Dec. 11,2017), included in the docket of 
this Order. After consulting with EPA, and consistent with that consultation, the 
Department found that the only appropriate short-term emissions limitation on Yorktown 
Units 1 and 2 would be to curtail operating hours to the maximum extent practical for 
reliability purposes. 

Pursuant to the National Environmental Policy Act of 1969, the Department has 
determined that issuance of this Order fits within the category of actions included in 
Categorical Exclusion (CX) B4.4 and otherwise meets the requirements for application of 
a CX. The Order fits within the category of actions because it authorizes “[p]ower 
marketing services and power management activities (including, but not limited to, 
storage, load shaping and balancing, seasonal exchanges, and other similar activities), 
provided that the operations of generating projects would remain within normal operating 
limits.” Records of Categorical Exclusion Determination, Order No. 202-18-2, 

December 7,2017, included in the docket of this Order; 10 C.F.R. part 1021, subpt. D, 
app. B, para. B4.4. 

For the reasons stated above, the Secretary of Energy finds that an emergency 
exists threatening imminent electric energy shortages, and that this Order is necessary to 
address the emergency and serve the public interest in the North Hampton Roads area. 
The limitations on operation set forth in Order No. 202-18-2 and outlined above are, to 
the maximum extent practicable, consistent with applicable environmental laws or 
regulation and minimize any adverse environmental impacts, and the reporting 
requirements for operations and estimated emissions ensure transparency of 
implementation. 
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From: Pincus, Steven 

To: Batra. Rakesh 

Subject: RE: OE 202c Wed 12/13 

Date: Thursday, December 14, 2017 12:11:27 PM 


T hank y o u. . .....- 

From: Batra, Rakesh [mailto:Rakesh.Batra@Hq.Doe.Gov] 

Sent: Thursday, December 14, 2017 12:09 PM 

To: Pincus, Steven; Glazer, Craig; Michael Regulinski; sanjay narayan@sierraclub.org; 

casey roberts@sierraclub.org; bridget.lee@sierraclub.org; kfinto@hunton.com; kfinto@huntonxom 

Cc: Jereza, Catherine; Konieczny, Katherine; Drake, Christopher; Bittner, Kathy (CONTR) 

Subject; RE: OE 202c Wed 12/13 

External Email! Think before clicking links or attachments. 

Please find attached Summary of Findings for the Order No. 20-18-2, issued yesterday. 

Thanks, 

Rakesh_ _ _... ... .......... ........ 

From: Batra, Rakesh 

Sent: Wednesday, December 13,2017 6:39 PM 

To: Pincus, Steven <Steven.Pincus@.pim.com> : Glazer, Craig <Cr ai g.Gl a 2 er@,pjm.com>; Michael 
Regulinski <michael.regulinski@dominionenergv.com >: sanjay.nara.van@si^rracli|b,org; 
rasey.rnherts@.sieiTac1ub.org : bridget.lee@sierraclub.org : kFintO@,hunton ,COm. 
<sanjay.narayan(g)sierraclub.org> : casev.robe rts@sierraclub.org: bridget,lg$@sierraclyb,Prg ; 
kfinto@hunton.com 

Cc: Jereza, Catherine <Catherine..Tereza@ Hq.Doe.Gov> 

Subject: FW: OE 202c Wed 12/13 


Attached is the signed Order No. 202-18-2. We will update the website tomorrow. 

Thanks 

Rakesh 
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From; Koniecznv. Katherine 

To: Batra. Rakesh 

Subject; RE: OE 202c Wed 12/13 

Date; Thursday, December 14, 2017 12:14:25 PM 


Thanks for copying us. 

From: Batra, Rakesh 

Sent: Thursday, December 14, 2017 12:09 PM 

To: Pincus, Steven ; Glazer, Craig; Michael Regulinski; sanjay.narayan@sierraciub.org; 
casey.roberts@sierraclub.org; bridget.lee@sierraclub.org; kfinto@hunton.com; 
kfinto@hunton.com 

Cc: Jereza, Catherine; Konieczny, Katherine; Drake, Christopher; Bittner, Kathy (CONTR) 
Subject: RE: OE 202c Wed 12/13 

Please find attached Summary of Findings for the Order No. 20-18-2, issued yesterday. 

Thanks, 

Rakesh _ _ _ 

From: Batra, Rakesh 

Sent: Wednesday, December 13, 2017 6:39 PM 

To: Pincus, Steven < .Steven.Pincus@Dim.com >: Glazer, Craig <Cr9ig Qlazer@pjm,CQm>; Michael 
Regulinski <michael.regiJiinski@dominionenergv.com >: sanjay,n 9 rayan@$igrraclub,Qrg; 
raspy rnhprts@sierraclub.org: bridget.lee@sierraclub.org : kfinto@hunton.CQm 
< saniay.naravan@siprrarlub.org >: casev.rob erts@sierraclub.org: bridget,|ge@sigrraclub-otg ; 
kfinto@hunton.com 

Cc: Jereza, Catherine < r,atherine.Jereza@Ha.Doe.GQV > 

Subject: FW: OE 202c Wed 12/13 


Attached is the signed Order No. 202-18-2. We will update the website tomorrow. 

Thanks 

Rakesh 
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From: Michael Regufinski 

To: Batra. Rakesh 

Subject: RE; [External] RE: OE 202c Wed 12^13 

Date: Thursday, December 14, 2017 12:22:28 PM 


Thanks! 

Michael C. Regiilinski 
M anagin g General Counsel 
Dominion Energy Services, hic. 
tieline: 738-2794 
P: (804) 819-2794 
C: (b)(6) 

Tnir. hael.regulinsld@doniiuionene rgy.co m.. . . . ...... 

From: Batra, Rakesh [mailto:Rakesh.Batia@Hq.Doe.Gov] 

Sent: Thursday, December 14,2017 12:10 PM 

To: Piiicus, Steven; Glazer, Craig; Micliael Reguliiiski (Services - 6); sanjay uarayan@sienacl«b.org; 
casey roberts@sieiTacliib.org; bridget.lee@sierraclub.org; kfiiito@huntoa.com; kfinto@lnintoa.coin 
Cc: Jereza, Catbeiiue; Konieczny, Katlierine; Drake, Chiistopher; Bittner, Kathy (CONTR) 

Subject: [External] RE: OE 202c Wed 12/13 

Please find attached Smnmaiy of Findings for the Order No. 20-18-2, issued yesterday, 

niauks, 

Rakesh.... ................ 

From: Batra, Rakesh 

Sent; Wednesday, December 13,2017 6:39 PM 

To: Pincus, Steven <Steven.Pincus@pim.coiu> : Glazer, Craig <Craig.Glazer@piwi coni>; 
Michael Regulinski <michaet.reanlinski@dominionenetgv.com> : 

sanjiiy naravau@sieiTacIiib.org : casev.roberts@sieiTaclub.org : bridget.tee@sienaclub.org; 
kfinto@hnuton.com <.sanjay.narayaii@sieirachib.org> : casey . robert'li^sierrac l llb . OI g; 
hiidget.lee@.sieiTaclnb.org : kfinto@huntoti.coui 
Cc: Jereza, Catherine <Catheriue.Jereza@Hq.Doe.GQY > 

Subject: FW: OE 202c Wed 12/13 


Attached is the signed Order No. 202-18-2. We will update the website tomorrow. 

Thanks 

Rakesh 


CONFIDENTIALITY NOTICE: This elechonic message contains information which may 
be legally confidential and or privileged and does not in any case represent a firm ENERGY 
COMMODITY bid or offer relating thereto which binds the sender without an additional 
express written confirmation to that effect. The information is intended solely for the 
individual or entity named above and access by anyone else is unauthorized. If you are not the 
intended recipient, any disclosure, copying, distribution, or use of the contents of this 
infoimation is prohibited and may be unlawful. If you have received this electronic 
transmission in enor, please reply immediately to the sender that you have received the 
message in enor, and delete it. Thank you. 
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From; 

Drake, Christooher 

Tos 

Batra. Rakesh: Fickel. Louise 

Cc: 

Konipcznv. Katherine: Mills. Brian: Rosenbaum. Matthew 

Subject: 

RE: PJM OE 202c related 

Date; 

Thursday, December 14, 2017 1:41:32 PM 


All of these documents, plus the EPA's 12-11 consultation email, have already been sent to Louise, 
and the November 29 renewal application has already been posted. 

From: Batra, Rakesh 

Sent: Thursday, December 14,20171:36 PM 
To: Fickel, Louise 

Cc: Konieczny, Katherine; Mills, Brian; Drake, Christopher; Rosenbaum, Matthew 
Subject: PJM OE 202c related 
Importance: High 
Louise: 

Please find attached PJM 202(c) Order No. 202-18-2 related documents for web posting. 

Kathy: (b) (5) 

Thanks, 

Rakesh 
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From; 

To: 

Cc: 

Subject; 

Date: 

Thanks, Chris. 

i've posted all of the documents on the website, and they should be live shortly. 

Louise 

From: Drake, Christopher 

Sent: Thursday, December 14,20171:42 PM 

To: Batra, Rakesh ; Fickel, Louise 

Cc: Konieczny, Katherine; Mills, Brian; Rosenbaum, Matthew 
Subject: RE: PJM OE 202c related 

All of these documents, plus the EPA's 12'11 consultation email, have already been sent to Louise, 
and the November 29 renewal application has already been posted. 



RE: PJM OE 202c related 

Thursday, December 14, 2017 1:46:14 PM 


From: Batra, Rakesh 

Sent: Thursday, December 14, 20171:36 PM 
To: Fickel, Louise <Louise.Fickel@Hq.Doe.Gov> 

Cc: Konieczny, Katherine <Katherine.Koniecznv@Hq.Doe.GoY> : Mills, Brian 
<Rrian.Mills@ha.doe.gov >: Drake, rhri«:topher<ChristoDhcr.Drakeia)hq.dQC 
Matthew < Matthew.RosenbaumiS)ha.doe.gQv > 

Subject: PJM OE 202c related 
Importance; Fligh 


y>; Rosenbaum, 


Louise: 

Please find attached PJM 202(c) Order No. 202-18-2 related documents for web posting. 
Kathy: (b) (5) 


Thanks, 


Rakesh 
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Front: Pincus, Steven 

To: Michael Requiinski: Batra. Rakeshr Glazef. Cmo’ kfinto@hunton.CQm 

Cc: Jereza. Catherine; Kontecznv. Kathenne: Dfake> Christopher; Rosenbaum. Matthew, 

Subject; RE: 202(c) Renewal Application 

Date: Thursday, December 21, 2017 4:28:29 PM 


Rakesli: PJM wiii do tlie same. Happy Holidays. 

Steven R. Pincus 

Associate General Coimsel, Office of General Counsel 

(610) 666-4370 | C: (b) (6) | Steven,Pincus@pjm.com 

PJM luteieoimection 12750 Monroe Blvd. | Auduboji, PA 19403 

-Original Message- 

Ftom: Micliael ReguJinski [mailto micliael.regulinski@doniinioiieiiergv-coin1 
Sent: Thursday, December 21,2017 2:28 PM 

To: Batra, Rakesli; Pincus, Steven; Glazer, Craig; kfiiito@lmiiton.coin 

Cc: Jereza, Catherine; Koiiieczny, Katherine; Drake, Cliristopher; Rosenbaum, Mattliew 

Subject: RE: 202(c) Renewal Application 


External Email ? Tliink before clicking links or attachments. 

Raki&li, Dominion will make every effort to meet staffs request. Happy Holidays! Mike 

Michael C. Regulinski 
Managing Genera! Counsel 

Dominion Energy Services, Inc. 
tieline: 738-2794 
P: (804) 819-2794 
C: (b)(6) 

michael regulinski@doininionenergy.com 


-Original Message- 

From: Batra, Rakesli [iiiailto:Rflkesli.Batra@HqDoe.GQy1 
Sent: Thursday, December 21,2017 1:55 PM 

To: Pincus, Steven; Glazer, Craig; Michael Regulinski (Services - 6); kfmto@liunton.com 
Cc; Jereza, Catherine; Koiiieczny, Katherine; Drake, Christopher; Rosenbaum, Matthew 
Subject: [External] 202(c) Renewal Application 

PJM/Dominion Team: 

Paragraph D of tlie Order No. 201-18-2 states "Renewal of this Order, should it be needed, must be leqiiested before 
this Order expires. If tlie conditions creating the emergency remain substantially iinchaiiged, a renewal request 
should he submitted at least 14 calendar days before this Order expires. If the conditions change, a renewal request 
should be submitted at least 21 calendar days before this Older expires." 

To process tlie Older in a timely fehion, the DOE staff requests PJM/Dominion to submit the renewal application 
case 21 days in advance regardless of whether tlie conditions change. 

Thanks for cooperatioa 
Rakesh Batra 




CONFIDENTIALITY NOTICE: This electronic message contains information which may be legally confidential 
and or privileged and does not in any case represent a firm ENERGY COMMODITY bid or offer relating thereto 
which binds the sender without an additional express written confirmation to that effect. The information is 
intended solely for the individual or entity named above and access by anyone else is unauthorized. If you are not 
the intended recipient, any disclosure, copying, distribution, or use of the contents of this information is prohibited 
and may be unlawful. If you have received this electronic transmission in eiror, please reply immediately to the 
sender that you have received the message in error, and delete it. Thank you. 
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From: 

Smith. Wavfie D 

To: 

Batra. Rakesh: Jereza. Catherine: Bowie, America 

Cc; 

Mills. Brian: Rosenbaum. Matthew: Lawrence. Christooher 

Subject; 

RE: 202c 

Date: 

Monday, January 08, 2018 9:54:W AM 


Thaiikyou. 

Wayne D* Smith | Director 

Office of the Executive Secretariat 

U.S. Depailment of Energy | wayne.smith@liq.doe.gov 

(202) 586-6207 ! (b) (6) (mobile) 


-Original Message- 

Fmm: Batra, Rakesli 

Sent: Monday,. January 08^ 2018 9:30 AM 

To: Sniitli, Wayne D <Wayne,Smith@hq.doe.gov>; Jereza, Catherine <Catlierine.Jereza@Hq.Doe.Gov>; Bowie, 
America <Anierica.Bowie@liq.doe.gov> 

Cc: Mills, Brian <Brian.Mills@hq.doe.gov>; Rosenbaum, Mattfiew <Matthew.Roseiibamn@hq.doe.gov>; 
Lawrence, ClTristopher <Christopher.Lawrence@liq.doe.gov> 

Subject: RE: 202c 

We received 202 (c) applications fiom two applicants, PJM/Doniiiiion and GRDA in 2017, 

Attached are tlie PJM/TDominion Original and two renewal applications and GRDA application. 

Please let me know if I could be of fuitber assistance. 

Tlianks, 

Rakesh 


-Oiighial Message- 

From: Jereza, Catherine 

Sent: Friday, January 05,2018 5:52 PM 

To: Batra, Rakesh <Rakesh.Batra@Hq,Doe.Gov>; Mills, Brian <Brian.Mills@liq,doe.gov>; Rosenbaum, Matthew 
<Matthew.Rosenbaum@hq^doe.gov>; Lawrence, Christopher <ChriBtopher.La\VTence@liq,doe.gov> 

Subject: FW: 202c 

(b){5) 


Tlianks! 

Katie 

-Original Message- 

From: Jereza, Catheiiiie 

Sent: Friday, January 05,2018 5:38 PM 

To: Smith, Wayne D <Wayne.Smitli@hq.doe.gov>; Bowie, America <America.Bowie@liq.doe.gov> 
Subject: 202c 




Hi Wayne and America, 


Attached is the DOE implementing regulations document, which provides the infonnation required for requesting 
order from the Secretary, (b) (5) 


Have a great weekend! 

Katie 

Catherine Jereza 

Deputy Assistant Secretary, Transmission Permitting & Technical Assistance 
Office of Electricity Delivery & Energy Reliability 
U.S, Department of Energy 
(o) 202.586,0334 

(C) (b)(6) 

Shamika Lawrence 

Shamika.Lawrence@hq.doe,gov 

202,586,4666 

** Please contact Shamika for all meeting and scheduling requests. ** 
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From: 

To; 

Cc; 

Subject: 

Date: 

Importance: 


Wayne D 

Batra. Rakesh: Jereza. Catherine: Bowie. America 
Mills. Brian: Rosenbaum. Matthew; 1 awrence. Christoohef 
RE: 202c 

Monday, January 08, 2018 11:10:07 AM 
High 


Any updates. 


From: Batia, Rakesh <Rakesh.Ba tra@Ha .Doe.Gov> 

Date: Monday, Jan 08, 2018, 9:56 AM 

To: Smith, Wayne D <Waviie.Smith@hQ.dQe.aov >. Jereza, Catherine <C3therine.Jereza(g)Hq.Doe.G ov>, 
Bowie, America <America.P owie@hq.doe.gov> 

Cc: Mills, Brian <T^riaii Mins@1in.dQe.gov> . Rosenbaimi, Matfliew <Matthevy.Roseiibaum(S)hq.doe.^ov-> , 
Lawrence, Cliristophei' <Cliristooher.LawieDc e@hq.doe.gov> 

Subject: RE: 202c 

Below is the link we discussed. 

t,tfpg//pnprpv^ov/oe/services/electricitv- p n1icv-cooidiiiation-and-imDkmentiltioil/QT . he i -iegiiIatQ i y = 

effnits/does-use 

Tliauks, 

Rakesh 

-Original Message- 

From; Smith, Wayne D 

Sent: Monday, Januaiy 08,2018 9; 54 AM 

To: Batia, Rakesh; Jereza, Catherine; Bowie, America 

Cc: Mills, Brian; Rosenbaum, Matthew; Lawrence. Cliristopher 

Subject: RE: 202c 

Tliank you. 

Wayue D. Smith | Director 

OfBce of the Executive Secretariat 

U.S. Department of Energy [ wayne.smith@hq.doe.gov 

(202) 586-62071 (b) (6) (mobile) 


-Original Message- 

From: Batia, Rakesh 

Sent: Monday, January 08,2018 9:30 AM 

To; Smith, Wayne D ; Jereza, Catheiiie; Bowie, America 

Cc: Mills, Brian ; Rosenbaum, Matthew; Lawrence, Christopher- 

Subject: RE: 202c 

We received 202 (c) applications from two applicants, PJM/Domiuion and GRDA m 20 D. 
Attached are the PJM/Dominion Original and two renewal applications and GRDA application. 






Please let me know if I could be of further assistance. 


Thanks, 

Rakesh 

-Original Message- 

From: Jereza, Catherine 

Sent: Friday, January 05, 2018 5:52 PM 

To: Batra, Rakesh; Mills, Brian; Rosenbaum, Matthew ; Lawrence, Christopher 
Subject: FW: 202c 

(b) (5) 


Thanks! 

Katie 

-Original Message- 

From: Jereza, Catherine 
Sent: Friday, January 05, 2018 5:38 PM 
To: Smith, Wayne D ; Bowie, America 
Subject: 202c 

Hi Wayne and America, 

Attached is the DOE implementing regulations document, which provides the information required 
for requesting an order from the Secretary, (t*) (5) 


Have a great weekend! 

Katie 

Catherine Jereza 

Deputy Assistant Secretary, Transmission Permitting & Technical Assistance 
Office of Electricity Delivery & Energy Reliability 
U.S. Department of Energy 
(o) 202.586.0334 

(c)(b){6) 

Shamika Lawrence 
Shamika.Lawrence@hq.doe.gov 

202.586.4666 

** Please contact Shamika for all meeting and scheduling requests. ** 
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Pincus, Steven . 

Secretary Perrv: HnfFman. Patricia: Jereza, Cathefine: Batra, Rakesh: Koniec 2 ny, Katnenne. 

Michael Requlinski (Services - 6^: Brvson. Mike Soiider David W>: Tam^ Simon K ..; Craiq ; OJjai^ 

Chris : Mars. Jennifer A.: casev.robert s@^errac{ub.orq 

Order No. 20JI-18-2 Compliance Filing Re: Report on Dominion Yorktown Units 1 and 2 Operations 

Thursday, Jarujary 11, 2018 4:40:56 PM 

DOE Report lanuarv 2-8 emission da ta FINALPPF 


Dear Secretary Perry: 

PJM respectfully submits a report on Yorktown Units 1 and 2 operations in compliance with Order 
No. 202-18-2. 

Please contact me if you have any questions. 

Respectfully, 

Steven R. Pincus 

Associate General Counsel, Office of General Counsel 

(610) 666-4370 | C: (b) (6) 1 Steven.Pincus(5)pim.c.Qm 

PJM Interconnection | 2750 Monroe Blvd. 1 Audubon, PA 19403 


From: 

To: 

Cci 

Subject: 

Date: 

Attachments: 




PJM Interconnection, L.L.C. 

2750 Monroe Boulevard 
Audubon, PA 19403 

Steven Pincus 

Associate General Counsel 

T: (610) 666-4370 | F: (610) 666-8211 

Sleven.Plncus@pjm.com 


January 11, 2018 

The Honorable James Richard Perry 
Secretary of the Energy 
United States Department of Energy 
1000 Independence Ave, SW 
Washington, DC 20585 

Re: Report on Yorktown Units 1 and 2 Operations Pursuant to Order No. 202-18-2 

Dear Secretary Perry: 

Pursuant to Order No. 202-18-2 issued on December 13, 2017 (the “Order”) by the Secretary of 
Energy (“Secretary”), PJM Interconnection, L.L.C. (“PJM”) and Virginia Electric and Power Company 
(“Dominion Energy Virginia”) respectfully submit the attached air emissions report regarding PJM’s 
dispatch of Yorktown Unit 2 from January 2 through 8, 2018, including the periods needed to startup and 
ramp down the unit January 1 and January 8. This report is submitted in accordance with the Secretary’s 
directive that every two weeks PJM and Dominion are to “report all dates between December 13, 2017 
and March 12, 2018, on which Yorktown Units 1 and/or 2 are operated, and the associated air emissions 
and water usage data for those dates.”* 

In the Order, the Secretary determined “that an emergency continues to exist in the North 
Hampton Roads area of Virginia due to a shortage of electric energy and a shortage of facilities for the 
generation of electric energy.” The Secretary found that the issuance of this Order will meet the 
emergency and serve the public interest as required by Federal Power Act Section 202(c)”^ In doing so, 
the Secretary directed Dominion Energy Virginia to operate Yorktown Units 1 and/or 2 as directed by 


’ Order at page 2. As explained below, complete water usage data for the Unit 2 dispatch was not available in time 
for this report and will be filed once the data is complete. 

^ Order at page 1. 
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PJM only as needed to ensure grid reliability for a 90-day period December 13, 2017 and March 12, 
2018.^ 

On January 1, PJM directed Dominion Energy Virginia to have Yorktown Unit 2 available the 
next day, and Dominion Energy Virginia began the startup process at approximately 20 hundred hours, 
and the unit was on line and generating power on January 2 at 17 hundred hours. PJM dispatched the unit 
off line around 11 hundred hours on January 8, and Dominion Energy Virginia determined that in the 
interests of safety and good operating practice, the unit would continue to run to empty the bunkers of 
coal. Emptying of the Yorktown coal bunkers is necessary and a standard operating procedure to prevent 
fires and to prevent the coal from packing and not flowing after sitting dormant for an extended period. 
That activity took until about 18 hundred hours on January 8. 

Attachment 1 to this report is the Yorktown Power Station Bi-Weekly Mass Emissions for 
December 26 through January 8 that shows the actual runtime and air emissions data. This spreadsheet 
includes hourly runtime data for Yorktown Unit 2, hourly gross Megawatt (MW) outputs, and raw and 
calculated data showing air emissions data associated with operations of Yorktown Unit 2.“* PJM did not 
direct the operation of Yorktown Unit 1 during this time period, and Unit 1 did not operate. 

The information in Attachment 1 reports Yorktown Unit 2 hourly emissions of PM-10 and S02 in 
pounds per hour and pounds per million BTU, and mercury in pounds per hour and pounds per trillion 
BTU (Mercury and Air Toxics Standai'ds (MATS) format) for the operating period beginning December 
6,2017 through January 8,2018. Additionally, Attachment 1 provides Unit 2 hourly emissions of NOx in 
pounds per hour, greenhouse gases (as C02) in tons per hour, lead in pounds per hour, HCl in pounds per 
hour, HF in pounds per hour, and CO in pounds per hour. NOx and S02 emissions are based on valid 
hours of Continuous Emissions Monitoring System (CEMS) data for the period. PM-10 emissions are 

^ Order at page 2. 

The Yorktown units can emit pollution while not generating MWs (e.g. during standby, startup and shutdown 
sequences). Thus, Attachment 1 shows the MW output during the period Yorktown Unit 2 provided power to the 
grid including startup and shutdown processes (January 1 and 8) and it shows the emissions data for operations of 
Yorktown Unit 2 including times when the unit was not generating power. 
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based on the emission factor derived from the July 21, 2017 stack test (0.0168 Ibs/mmBtu corrected to 
0.1143 Ibs/mmBtu calculated for PM-10 filterable plus condensable). C02 emissions are based on valid 
CEMS hours for the operating period. All other emissions were calculated using emission factors from 
AP-42, Fifth Edition, Volume 1, Chapter 1: External Combustion Sources and calculated hourly coal 
consumption in tons. ^ 

This report does not include the intake circulating water usage for Yorktown Unit 2 operations 
required by the Order. Operation of cooling water pumps extends over a period of time longer than unit 
operation to facilitate cooling of plant components that support the boiler and turbine. As a general rule 
cooling water will continue to be pumped until the turbine metal temperature is less than 300 °F. 
However, sometimes additional cooling water is necessary to complete proper cool down of auxiliary 
equipment and lubrication fluids after the turbine metal reaches 300 °F, as was the case with the 
Yorktown Unit 2 operations in Januaiy. PJM and Dominion Energy Virginia commit to providing the 
water usage data as soon as possible after the data is compiled, reviewed, and formatted to provide to 
DOE. 

PJM and Dominion Energy Virginia respectfully submits the information in this report be 
accepted by the Secretary as compliant with the Order’s directives to report all dates on which Yorktown 


^ Mercury and lead emissions were calculated using AP-42, Table 1.1-18. CO emissions were calculated using 
emission factors from AP-42, Table 1.1-3. Total HAP metals and individual HAP metals are not provided because 
MATS Table 2 (40 CFR 63, Subpart UUUUU) provides for compliance with either the PM limit or total non- 
mercury HAP metals limits or individual HAP metals. Dominion Energy Virginia is providing PM-10 emissions for 
the purposes of MATS. HCl and HF emissions were calculated using emission factors fi-om AP-42, Table 
1.1-15. 
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Units 1 and/or 2 are operated December 13, 2017 and March 12, 2018, as well as the associated air 
emissions associated with their operations. 


Respectfully submitted. 


A/ g? §1. 




Associate General Counsel 
PJM Interconnection, L.L.C. 
955 Jefferson Avenue 
Valley Forge Corporate Center 
Norristown, PA 19403-2497 
Phone: 610-666-4370 
Email: pincus@pjm.com 


Michael C. Regulinski 
Managing General Counsel 
Dominion Energy Services, Inc. 

120 Tredegar Street, RS-2 
Richmond, Virginia 23219 
Phone: (804) 819-2794 

Email: michael.regulinski@dominionenergy.com 


Cc: Pat Hoffman, U.S. Department of Energy 

Catherine Jereza, U.S. Department of Energy 
Rakesh Batra, U.S. Department of Energy 
Michael C. Regulinski, Dominion Energy Services, Inc. 
Casey Roberts, Sierra Club Environmental Law Program 



Attachment 1 



Dominion Energy - Yorktown Power Station 
Bi-Weekly Mass Emissions 
December 26,2017 through January 8,2018 
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Dominion Energy-Yorirtown Power Station 
Bi'Weekly Mass Emissions 
December 26 ,2017 through January 8,2018 
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Document 100 


Froiiu PIncus, Steven 

To: Secretary Perrv: Hoffman. Patricia: Jereza, Catherine; Batra, Rakesh: Konieczny, Katherin e. 

Cc; Mk-hael Reoufinsld rServices - 6): Prvsoa Mike Souder. David W.; Tafp, Simon Glazer, Craiq; m 

Chris : Mars. Jennifer A.: casev.robeTt5(5)sieiTactub,ora 

Subject: RE: Order No, 202-18-2 Compliance Rling Re: Report on Dominion Yorktown Units 1 and 2 Operations 

Date; Thursday, January 25, 2018 4:2*1:31 PM 

Attachments; Dominon Yorktown Report January 2-8 water data January 25, 2018,i)df 

nOF RerKJit January 2-8 emission data FINAL^PDE 


Dear Secretary Perry: 

PJM and Dominion respectfully submit the attached water usage report for PJM's dispatch of 
Yorktown Unit 2 from January 2 through January 8, 2018, and the periods needed to cool down the 
plant and associated equipment until January 12,2018. This report is submitted in compliance with 
Order No. 202-18-2 and as stated in the Report on Yorktown Unit 2 operations filed by PJM and 
Dominion Energy Virginia on January 11, 2018 {a copy of the January 11,2018 Report is attached to 
this message for your convenience). 

Please contact me If you have any questions. 

Respectfully, 

Steven R. Pincus 

Associate General Counsel, Office of General Counsel 
(610) 666-4370 ! C; (b) (6) | Steven.Pincu s@Dim.com 

PJM Interconnection | 2750 Monroe Blvd. | Au du bon, PA 19^03___ _ 

From: Pincus, Steven 

Sent: Thursday, January 11,2018 4:41 PM 

To: The.Secretary@hq.doe.gov‘; 'Hoffman, Patricia'; 'Calherine.Jereza@HQ.DOE.GOV’; 'Batra, Rakesh'; 
'Katherine.Konieczny@HQ.DOE.GOV’ 

Ce; Michael Regulinski (Services - 6); Bryson, Mike E.; Soudcr, David W.; Tam, Simon K.; Glazer, Craig; 0 Hara, Chris, 
Ma rs, Jennifer A.; casev.roberts@sierraclub.orR 

Subject: Order No. 202-18-2 Compliance Filing Re; Report on Dominion Yorktown Units 1 and 2 Operations 
Dear Secretary Perry: 

PJM respectfully submits a report on Yorktown Units 1 and 2 operations in compliance with Order 
No. 202-18-2. 

Please contact me if you have any questions. 

Respectfully, 

Steven R. Pincus 

Associate General Counsel, Office of Genera! Counsel 

(610) 666-4370 j C: (b) (6) | Steven.PincusfSpim.CQm 

PJM Interconnection | 2750 Monroe Blvd. | Audubon, PA 19403 







PJM Interconnection, L.L.C. 
2750 Monroe Boulevard 
Audubon. PA 19403 



Steven Pincus 

Associate General Counsel 

T: (610) 666-4370 1 F: (610) 666-8211 

Steven. Pincus@pjnn.conn 


January 25, 2018 

The Honorable James Richard Perry 
Secretary of the Energy 
United States Department of Energy 
1000 Independence Ave, SW 
Washington, DC 20585 

Re\ Report on Yorktown Units 1 and 2 Operations Pursuant to Order No. 202-18-2 

Water Usage Report Associated with Unit 2 Operations Reported to the Secretary on 
January 11, 2018 

Dear Secretary Perry: 

Pursuant to Order No. 202-18-2 issued on December 13, 2017 (the “Order”) by the 
Secretary of Energy (“Secretary”) and as stated in the Report on Yorktown Unit 2 operations 
submitted to the Secretary on January 11, 2018 (the “January 11 Report), PJM Interconnection, 
L.L.C. (“PJM”) and Virginia Electric and Power Company (“Dominion Energy Virginia ) 
respectfully submit the attached water usage report regarding PJM’s dispatch of Yorktown Unit 
2 from January 2 through January 8, 2018, including the periods needed to cool down the plant 
and associated equipment until January 12. This report is submitted in accordance with the 
Secretaiy’s directive that every two weeks PJM and Dominion are to “report all dates between 
December 13, 2017 and March 12, 2018, on which Yorktown Units 1 and/or 2 are operated, and 
the associated air emissions and water usage data for those dates.” 

The January 11 Report, as reported to the Secretary, is as follows: 

On January 1, PJM directed Dominion Energy Virginia to have Yorktown Unit 2 
available the next day, and Dominion Energy Virginia began the startup process at 

‘ Order at page 2. As explained below, complete water usage data for the Unit 2 dispatch was not available m time 
for the air emissions report provided in the January 11 Report. 




approximately 20 hundred hours, and the unit was on line and generating power on 
January 2 at about 17 hundred hours. PJM dispatched the unit off Une around 11 
hundred hours on January 8, and Dominion Energy Virginia determined that in the 
interests of safety and good operating practice, the unit would continue to run to empty 
the bunkers of coal. Emptying of the Yorktown coal bunkers is necessary and a standard 
operating procedure to prevent fires and to prevent the coal from packing and not 
flowing after sitting dormant for an extended period. That activity took until about 18 
hundred hours on January 8.^ 

As explained in the January 11 Report, additional time was required to compile the water 
usage data due to operational requirements associated with the cool down of Unit 2 s auxiliary 
equipment and lubrication fluids after the turbine metal reaches 300 °F. Thus, the January 11 
Report could not include the intake circulating water usage for Yorktown Unit 2 operations and 
PJM and Dominion Energy Virginia committed to providing this data to the Secretary as soon as 

possible. 

Attachment 1 to this letter is the report concerning the intake circulating water usage for 
Yorktown Unit 2 operations required by the Order.'' PJM and Dominion Energy Virginia 
respectfully submits the information in this report be accepted by the Secretary as compliant with 
the Order’s directives that every two weeks PJM and Dominion to report all dates on which 
Yorktown Units 1 and/or 2 are operated between December 13, 2017 and March 12, 2018, as 
well as the water usage data associated with their operations. 


^ January 11 Report at page 2. 

^ See, January 11 Report at page 3. 

“There have been no dispatch operations of Yorktown Unit 1 or Unit 2 from January 11,2018, to the date of this 
report. 


2 



Respectfully submitted, 

/s/ Steven R. Pincus 

Steven R. Pincus 
Associate General Counsel 
PJM Interconnection, L.L.C. 
955 Jefferson Avenue 
Valley Forge Corporate Center 
Norristown, PA 19403-2497 
Phone: 610-666-4370 
Email: pincus@pim.com 


Michael C. Regulinski 
Managing General Counsel 
Dominion Energy Services, Inc. 

120 Tredegar Street, RS-2 
Richmond, Virginia 23219 
Phone: (804) 819-2794 

Email:michael.regulinski@dominionenergy.com 


Cc: Pat Hoffman, U.S. Department of Energy 
Catherine Jereza, U.S. Department of Energy 
Rakesh Batra, U.S. Department of Energy 
Michael C. Regulinski, Dominion Energy Services, Inc. 
Casey Roberts, Sierra Club Environmental Law Program 
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ATTACHMENT I 



Yorktown Power Station January 2-12 2018 Circulating Water Usa 






























Document 101 


Smfth> Wavne D 
Ifireza. Catherine 

Rtttnpr Kartiv ffONTRl: Rlakf^Kenneriv. Shena; Bowie. America; Batra, Rakesh 
FW: Order 202c 

Wednesday, F^brxiary 14, 2018 6:51:46 PM 
imaae002.fpa 

P1M Domimnn Order Timelirie.xlsx 


Good evening Katie, 
(b)(5) 


From; 

To: 

Cci 

Subject; 

Date: 

Attachments: 


Tliank you in advance for you and youi' team’s assistance. 

All best, 

Wayne 

Wayne D. Smith \ Director 

Office of the Executive Secretariat 

U.S. Department of Energy | wavne snuth@hq.doe.gQV 

(202) 586-6207 I 

From: Blake-Kennerly, Shena 

Sent: Tuesday, February 13,2018 5:04 PM 

To: Smith, Wayne D <Wavne.Sm ith@hn.doe.gov> 

Subject: FW: Order 202c 

(b)(5) Thanks. 

From; Bittner, Kathy (CONTR) 

Sent: Tuesday, February 13,20181:54 PM 
To: Pitcher, Lisa <1 isa.Pitcher@ ha.doe.gQV> 

Cc: Bowie, America <America.Bowie(5)ha .doe.eov>: Blake-Kennerly, Shena 
<Shen3.Kennprlv@ha doe.BOv >: Minnick, Debra B. (CONTR) <r)fihra . Minnie,k(Shq . dQe. g QV > 
Subject; RE; Order 202c 
Hi Lisa, 

(b)(5) 


If you have any questions or concerns, please address them to Rakesh Batra, Program Manager, at 6- 
1283 or Katie Jereza, x 6-0334. They would be able to respond to any inquiry about the 202c 

process. 

Thanks, 

Kathy Bittner 

Correspondence Specialist 
ICF, Contractor for U.S. Department of Energy 
Office of Electricity Delivery and Energy Reliability 
Phone: (202) 287-5613 











Email: kathy.bittner(ahq,doe.gov _ ... 

From; Pitcher, Lisa 

Sent: Monday, February 12, 2018 12:17 PM 

To: Bittner, Kathy (CONTR) < Kathy.Bittner@ha.doe.eov >: Minnick, Debra B. (CONTR) 
< nphra.Minnick(5)hq.doe.gov > 

Cc: Bowie, America < America.Rnwie(5)hq .doe.go.v>: Blake-Kenneriy, Shena 
< ■Shena.Kennerlv@hq .doe.eov> 

Subject: RE: Order 202c 

Hi Kathy, 

Please have the package to DOE/ES by 
Thanks 

Usa____________-........- 

From: Bittner, Kathy (CONTR) 

Sent: Monday, February 12, 2018 11:11 AM 

To: Pitcher, Lisa < l isa.Pitcher@hn.doe.gov >: Minnick, Debra B. (CONTR) 
< Debra.M innirk@hn.doe.gov> 

Cc: Bowie, America < America.Rowie@hq .doe.eov>: Blake-Kenneriy, Shena 
< Shena.Ke nnprly@hri.doe.eov> 

Subject; RE: Order 202c 
Hi Lisa, 

(b) (5) 


Thanks, 

Kathy Bittner 

Correspondence Specialist 
ICE, Contractor for U.S. Department of Energy 
Office of Electricity Delivery and Energy Reliability 
Phone; (202) 287-5613 

Email: kathv.bittner @ha.doe.eoy __ 

From: Pitcher, Lisa 

Sent: Monday, February 12, 2018 10:45 AM 
To: Bittner, Kathy (CONTR) < Kathy.Bittner@ha.doe.eov >: Minnick, Debra B. (CONTR) 
< Debra.Minn irk@hn.doe.eov> 

Cc: Bowie, America < Amprica.Rowie@hq.doe.eQv >: Blake-Kenneriy, Shena 

<Shpna.Kennerlv@ha.doe.Bov > 

Subject: Order 202c 

Hi Kathy, 

(b) (5) 


Please have the package to DOE/ES by COB March 











7i, S. 0^ 

Oy^ce Sxecutiiie Sccnet^ni^, 7t 
tOOO ^ttde^tmdemc /ivemc 
205^5 

(202) 526-2637 0^ 

(202) 526-6936 
lkn.pitcher@hq.doe.aov 




1. Matthew Rosenbaum and Brian Mills will monitor activity progress every morning, resolve concurrence issues as 
Note: necessa ry, and alert Katie of Immediately of any d elays 

2. Rakesh Batra - Review technical material. Prepare Memo & Concurrence sheet 

3. Brian Mills - Review NEPA material 

4. Kathy K - Prepare draft Order and summary of findings 

5. We do not need concurrence from EPA. Just confirmation If EPA woouid like to change any conditions. 

6. Rakesh/Brian/Mattfrom TPTA will standy for briefing principles, if and when required 
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From: 

To: 

Cc: 

Subject; 

Date: 

Mtadimeiits: 


Smrth. Wavne P 
Jereza. Catherine 

Bittnpf. Kartiv fCO^fTR): Rlake-Kennalv. Shena: Bowie. America: Bafra. Rakesh 
RE: Order 202c 

Thursday, February 15, 2018 8:00:19 AM 
imaoeOfll.iDa 


Good moining Katie, 


Understand all. We’ll do whatever it takes to achieve mission success. 


All best, 
Wayne 


Fi-oiu: Jeieza, Catherine <Catherine.Jereza@Hq.Doe.G ov> 

Date: Thursday, Feb 15,2018,7:56 AM 

To: Smith, Wayne D <WavHe.SnMth@ha.doe.gov> 

Cc: Bittner, Kafliy (CONTR) <Kathv.Bittiier@ho.doe.gQv >, Blake-Keuiierly, Shena 
< .»Slieiifl.Kennei-lv@hn.doe.fiov> . Bowie, America <America.Bowie@hq.doe,ROV> , Batra, Rakesh 
<Rakesh.Batia@Ho.Doe.Gov> 

Subject: RE; Order 202c 

Hi Wayne - 


Thanks for working with us on this! 

Katie _ .______ . ______ 

From: Smith, Wayne D 

Sent: Wednesday, February 14, 2018 6:52 PM 
To: Jereza, Catherine 

Cc: Bittner, Kathy (CONTR) ; Blake-Kennerly, Shena ; Bowie, America ; Batra, 
R.3 k0s h 

Subject: FW: Order 202c 

Good evening Katie, 

(b)(5) 


Thank you in advance for you and your team's assistance. 
All best, 






Wayne 

Wayne D. Smith \ Director 
Office of the Executive Secretariat 

U.S. Department of Energy | wayne.smith@hq.do e.qov. 

(202) 586-6207 (n^obile)--. 

From: Blake-Kennerly, Shena 

Sent: Tuesday, February 13, 2018 5:04 PM 

To: Smith, Wayne D < Wavne.Smith@ha.doe.qov > 

Subject: FW: Order 202c 

Can we discuss when you return? Thanks. . 

From: Bittner, Kathy (CONTR) 

Sent: Tuesday, February 13, 2018 1:54 PM 
To: Pitcher, Lisa < Lisa.Pitche r@ha.doe.aov> 

Cc: Bowie, America < America.Bowie@hq.doe.qo_v > ; Blake-Kennerly, Shena 
< Shena.KRnnerlv@hq.doe.oov >: Minnick, Debra B. (CONTR) 

< Debra. Minnick@hq.doe.oov > 

Subject: RE: Order 202c 

Hi Lisa, 

(b) (5) 


If you have any questions or concerns, please address them to Rakesh Batra, 
Program Manager, at 6-1283 or Katie Jereza, x 6-0334. They would be able to 
respond to any inquiry about the 202c process. 

Thanks, 

Kathy Bittner 

Correspondence Specialist 

ICF, Contractor for U.S. Department of Energy 

Office of Electricity Delivery and Energy Reliability 

Phone: (202) 287-5613 

Email: kathv.bittner@hq.doe.qQV ....... 

From: Pitcher, Lisa 

Sent: Monday, February 12, 2018 12:17 PM 

To: Bittner, Kathy (CONTR) < Kathy.Bittner@hq.doe.qov >; Minnick, Debra B. 
(CONTR) < nehra.Minnick@hq.doe.qov > 

Cc: Bowie, America < America.Bowie@hq.doe.qQV >: Blake-Kennerly, Shena 
< Shena.Kennerlv@hq.doe.qov > 

Subject: RE: Order 202c 
Hi Kathy, 

Please have the package to DOE/ES - 

Thanks 

Lisa...............................— 

From: Bittner, Kathy (CONTR) 

Sent: Monday, February 12, 2018 11:11 AM 

To: Pitcher, Lisa < Lisa.Pitcher@hq.doe.qov >: Minnick, Debra B. (CONTR) 
< Debra.Minnick@hq.doe.qov > 

Cc: Bowie, America < America.Bowie@hq.doe.qov >: Blake-Kennerly, Shena 








< Shena.Kennerly@hq.doe.QOV > 
Subject: RE: Order 202c 
Hi Lisa, 

{b){5) 


Thanks, 

Kathy Bittner 

Correspondence Specialist 

ICF, Contractor for U.S. Department of Energy 

Office of Eiectricity Deiivery and Energy Reiiabiiity 

Phone: (202) 287-5613 

Emaii: kathy.bittner@hq.doe.gov 

From: Pitcher, Lisa 

Sent: Monday, February 12, 2018 10:45 AM 

To: Bittner, Kathy (CONTR) < Kathv.Bittner@hQ.doe.aov >: Minnick, Debra B, 
(CONTR) < Debra.Minnick@hq.doe.QOV > 

Cc: Bowie, America < America■Bowie@hq.doe.qov >; Biake-Kenneriy, Shena 
< Shena.Kenneriv@hq.doe.qov > 

Subject: Order 202c 

Hi Kathy, 

(b)(5} 


Please have the package to DOE/ES 


(b) 

(5) 


Thanks 
Lisa Pitcher 

U.S. Department of Energy 

Office of Executive Secretariat, MA-71 

1000 Independence Avenue SW 

Washington, DC 20585 

(202) 586-8637 office 

(202) 586-6936 fax 

lisa. pitcher@hq. doe. Qov 
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From: Pmcus, Steven 

To: Secretary Perry: Hoffman. Patrlda: Jereza. Catherine : Batra, Rakesh: Kmirecznv, Kathegne 

Ca Michaet Reaulinskf fServices - 6*^: Brvson. Mike E.: Sooder. David W. ; Tam. Simon K.: Glazer Craig: Q”Hafa^ 

Chris t Michael Reoulrnski fServices - 6^ : c^v.robert 5 @sieTTaclub.cirq : Robinson. Evelyn 
Subject: Order No. 20M8-2, PJM Interconnection, LLC, Renewal Appl'«:ation Filing 

Date: Tuesday, February 20,2018 2:19:34 PM 

Attachments: DOE Order 202-18-2 Renewal Apolication 2-20-18 Filing Letter FInaLpdf 


Dear Secretary Perry: 

PJM respectfully submits for filing a ninety (90) day Renewal Application in accordance with Section 
202(c) of the Federal Power Act, the Department of Energ/s Rules of Practice and Procedure and 
Order No. 202-18-24. 

Please contact me if you have any questions. 

Thank you for your consideration. 

Respectfully, 

Steven R. Pincus 

Associate General Counsel, Office of General Counsel 

(610) 666-4370 | C: (b) (6) | Steven.PincusfSpim.com 

PJM Interconnection j 2750 Monroe Blvd. | Audubon, PA 19403 

This e-mail message and any attached files are confidential and are solely for the use of the intended 
recipient. 




PJM Interconneclion, LL.C. 

2750 Monroe Boulevard 
Audubon, PA 19403 

Steven R. Plncus 

Associate General Counsel 

T: (610) 666^438 I F: (610) 666-8211 

5teven.pincu5@pim.com 


February 20,2018 

The Honorable James Richard Perry 
Secretary of the Energy 
United States Department of Energy 
1000 Independence Ave, SW 
Washington, DC 20585 

Re: Order No. 202-18-2 Renewal Application Filing 

Dear Secretary Perry; 

Pursuant to Section 202(c) of the Federal Power Act (“FPA”),‘ Section 301(b) of the 
Department of Energy Organization Act,^ the Department of Energy’s (“DOE”) Rules of 
Practice and Procedure^ and Order No. 202-18-2 issued on December 13, 2018 by the Secretary 
of Energy (“Secretary”) (the “December 13 Order”), PJM Interconnection, L.L.C. (“PJM”) 
respectfully submits a request for a 90-day renewal of the December 13 Order. PJM incorporates 
by reference PJM’s initial application submitted on June 13, 2017, and all attachments and 
appendices thereto (the “June 13 Application”). PJM also incorporates by reference (i) PJM’s 
renewal applications submitted on November 29, 2017 (the “November 29 Application ), June 
13, 2017 (the “June 13 Application”) and August 24, 2017 (the “August24 Application”) and all 
attachments and appendices thereto (collectively, “Renewal Applications”); and (ii) the various 
reports to DOE concerning the operations and emission data provided by PJM and Virginia 
Electric and Power Company (“Dominion Energy Virginia”) referenced below. 


' 16 U.S.C. § 824a(c). 

M2U.S.C. § §7101 and 7151(b). 

^ 16 C.F.R. §§ 205.370,205.371 and 205.372 and 205.373. 
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L BACKGROUND 

A . The June 13 Application 

In the Renewal Applications, PJM stated the need to request renewals of the Order No. 
202-17-2 issued on June 16, 2017 (the “June 16 Order”) on a rolling basis until the PJM ordered 
Regional Transmission Expansion Planning Process (“RTEPP”) Slciffes Creek Transmission 
Project is placed into service, which was originally anticipated to be completed in 18-20 months 
once all permits are issued.'* In the June 16 Order, the Secretary determined “that an emergency 
exists in the Commonwealth of Virginia due to a shortage of electric energy, a shortage of 
facilities for the generation of electric energy, and other causes, and that issuance of this Order 
will meet the emergency and sei-ve the public interest.”^ In doing so, the Secretary directed 
Dominion Energy Virginia to operate Yorktown Units 1 and 2 as directed by PJM as needed to 
address reliability issues for the initial 90-day period, June 16, 2017 to September 14, 2017, or 
any renewal thereof^ The Secretary also directed PJM and Dominion Energy Virginia to 
develop and implement a dispatch methodology and submit it to the DOE upon implementation. 
The dispatch methodology was submitted by PJM on June 27,2017. 

B. The August 24 Application for Renewal of the June 16 Order. 

In the August 24 Application, PJM submitted a request for a 90 day renewal of the June 
16 Order. PJM requested an order of the Secretary under Section 202 (c) of the FPA which 

On October 12,2017, PJM and Dominion Energy Virginia submitted a report updating the outage schedule for ihe 
SkifFes Creek Transmission Project with an extension of the construction schedule of approximately five and one- 
half months from December 30, 2018 to May 12, 2019 
^ June 16 Order, page 1, 

^ June 16 Order, page 2. 

’ June 16 Order, page 2. 



Honorable James Richard Perry 
February 20, 2018 
Page 3 

provides among other things that an emergency continues to exist in the Commonwealth of 
Virginia due to a shortage of electric energy, a shortage of facilities for the generation of electric 
energy, and other causes, and that issuance of a renewal order will meet the emergency and serve 
the public interest for another 90 renewal period (i.e. from September 14, 2017 to December 13, 
2017). As a result, the Secretary issued Order No. 202-17-4 (the “September 14 Order”). 

In the September 14 Order, the Secretary determined “that an emergency continues to 
exist in the North Hampton Roads area of Virginia due to a shortage of electric energy and a 
shortage of facilities for the generation and transmission of electric energy.”® The Secretary 
granted PJM’s August 24 Application allowing operation of Yorktown Units 1 and 2, with 
certain modifications, for an additional 90-day period to expire on December 13, 2017.^ The 
Secretary’s directives required PJM and Dominion to “exhaust all reasonably and practically 
available resources, including demand response and behind-the-meter generation resources, prior 
to operating Yorktown Unit 1 and Yorktown Unit 2” consistent with “good utility practices” and 
in compliance with the dispatch methodology. 


* September 14 Order page 1 
^ September 14 Order page 1 

September 14 Order, page 2, paragraphs A and PJM has a detailed registration process as applied to demand 
response resources which are serving as capacity resources. PJM would utilize that information in applying this 
provision recognizing that: (i) the amount of registered demand response resources on the peninsula is limited; and 
(ii) during the renewal period covered by this application, certain demand response resources are available to PJM 
only in the summer period during the period. PJM has catalogued behind the meter resources based on data 
provided by the United States Energy Information Administration (“EIA”), Dominion and other sources. Although 
behind the meter resources are not subject to PJM’s direction, PJM works with Dominion to seek their assistance 
pursuant to the existing dispatch methodology. However, the DOE’s directive that PJM and Dominion Energy 
Virginia exhaust reasonably and practically available demand response and/or behind-the^meter resources applies 
only if exhausting such resources would lessen the need to operate the Yorktown Units 1 and/or 2 for reliability of 
the grid consistent with the dispatch methodology, PJM’s Governing Agreements and good utility practices. For 
example, if demand response and/or behind-the-meter resources would not provide needed reactive support, or 
otherwise not lessen the need to operate the Yorktown units for reliability, such resources would not be 'Reasonably 
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The September 14 Order directed PJM and Dominion Energy Virginia to report every 
two weeks during the term of the September 14 Order all dates on which Yorktown Units 1 
and/or 2 are operated and associated air emissions and water usages for those dates. The 
Secretary also directed reporting in the event the outage schedule or estimates changes from 
those presented in the August 24 Application. PJM and Dominion Energy Virginia submitted 
reports on September 28, 2017, August 22, 2017 and November 10, 2017, on the operation of 
Yorktown Units 1 and/or 2, and a report on October 12, 2017 revising the Skiffs Creek 
Transmission Project construction schedule and providing associated emission estimates. 

The September 14 Order stated that “(i)f the conditions creating the emergency remain 
substantially unchanged, a renewal request should be submitted at least 14 calendar days before 
(the September 14 Order) expires.”'^ As conditions creating the emergency remain substantially 
unchanged, the renewal application was due on November 29,2017. 

C. The November 29 Application for Renewal of the September 14 Order. 

As conditions creating the emergency remained substantially unchanged from the date of 
the issuance of the September 14 Order, PJM submitted a 90 day renewal application (i.e., the 
November 29 application). In the November 29 Application, PJM requested an order of the 
Secretary under Section 202 (c) of the FPA which provides among other things that an 
emergency continues to exist in the Commonwealth of Virginia due to a shortage of electric 


and practically available” and operating the resources would not be consistent with the dispatch methodology, 
PJM’s Governing Agreements and good utility practices, 

September 14 Order page 2, paragraph C. 


September 14 Order page 2, paragraph D, 



Honorable James Richard Perry 
February 20, 2018 
Page 5 


energy, a shortage of facilities for the generation of electric energy, and other causes, and that 
issuance of a renewal order will meet the emergency and serve the public interest for another 90 
renewal period Q.e., from December 14, 2017 to March 13, 2018). As a result, the Secretary 
issued the December 13 Order. 

In the December 13 Order, the Secretary determined “that an emergency continues to 
exist in the North Hampton Roads area of Virginia due to a shortage of electric energy and a 
shortage of facilities for the generation and transmission of electric energy.”'^ The Secretary 
granted PJM’s November 29 Application allowing operation of Yorktown Units 1 and 2, with 
certain modifications, for an additional 90-day period to expire on March 13, 2017.’'' The 
Secretary’s directives require PJM and Dominion to “exhaust all reasonably and practically 
available resources, including demand response and behind-the-meter generation resources, prior 
to operating Yorktown Unit 1 and Yorktown Unit 2” consistent with “good utility practices” and 
in compliance with the dispatch methodology.'^ 


December 13 Order, page 1. 

December 13 Order, page 1. 

December 13 Order, page 2, paragraphs A and B. In the Summary of Findings of Department of Energy Order 
No. 202-18-2, the Secretary concurred with PJM’s interpretation of the implementing paragraphs A and B of the 
September 14 Order as follows: In the November 29 Rene^val Application, PJM sought to clarify how it is 
implementing ordering paragraphs A and B of' Order No. 202^17^4, which rerjuire that (1) Consistent with good 
utility practice, PJM and Dominion shall exhaust all reasonably and practically available resources, including 
demand response and behind-the-meter generation resources, prior to operating Yorktown Unit I or Yorktown Unit 
2, ” and (2) "Dominion shall continue to comply with the dispatch methodology submitted by PJM on June 27, 
2017." PJM explained that “if demand response and/or behind-the-meter resources would not provide needed 
reactive support, or otherwise not lessen the need to operate the Yorktown units for reliability, such resoiu ces would 
not be ‘reasonably and practically available ’ and operating the resources would not be consistent with the [terms of 
Order No. 202-17-4]. ” Renewal Application at 3 n.l 0. DOE concurs with this interpretation, and adjustments have 
been made to the ordering paragraphs of Order No. 202-18-2 to reflect that view. December 12 Order page 2. 
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The December 13 Order directed PJM and Dominion Energy Virginia to report every two 
weeks during the term of the December 13 Order all dates on which Yorktown Units 1 and/or 2 
are operated and associated air emissions and water usages for those dates.The Secretary also 
directed reporting in the event the outage schedule or estimates changes from those presented in 
the November 29 Application. PJM and Dominion Energy Virginia submitted a report to the 
Secretary on January 11, 2018, on the dates Yorktown Units and/or 2 were operated and 
associated air emissions (the January 11 Report”). Because the intake circulating water usage 
data for Yorktown Unit 2 operations was not yet available on January 11, 2018, PJM and 
Dominion Energy Virginia submitted a report on January 25, 2018, reporting to the secretary the 
water usage data for Yorktown Unit 2 operations on the dates PJM dispatched Yorktown Unit 2 
(i.e., January 2 through January 8,2018). 

The December 13 Order stated that “(i)f the conditions creating the emergency remain 
substantially unchanged, a renewal request should be submitted at least 14 calendar days before 
(the September 14 Order) expires.”''^ Since the December 13 Order expired on March 13, 2018, 
PJM respectfully submits this renewal request. 

11. RENEWAL REQUEST 

As stated in the June 13 Application, the Skiffes Creek Transmission Project was 
expected to be completed and placed into service approximately 18-20 months after receipt of all 
applicable permits. With issuance of the U.S. Army Corps of Engineers’ (“Army Corps”) permit 


December 13 Order, page 2, paragraph C. 
” December 13 Order, page 2, paragraph D. 
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on July 3, 2017, Dominion Energy Virginia started construction of the Skiffes Creek project on 
July 10, 2017. As reported on October 12, 2017, the Skiffs Creek Transmission Project is 
scheduled to be completed May 12, 2019.** 

Thus, given the continued extended nature of the emergency, PJM respectfully submits 
that the emergency continues to exist as set forth in the June 13 Application, and the Renewal 
Applications and as determined by the Secretary in the June 16 Order, September 14 Order and 
November 29 Order. 

Therefore, PJM respectfully requests that the Secretary grant this renewal application and 
order the continued operation of Yorktown Units 1 and 2 to alleviate the emergency described in 
the June 13 Application, and the Renewal Applications prior to the expiration of the current 
order (i.e. March 13, 2017) under Section 202 (c) of the FPA. PJM request the requested 
renewal order provide as follows: 

(i) that an emergency continues to exist in the North Hampton Roads area of Virginia 
due to a shortage of electric energy and a shortage of facilities for the generation 
and transmission of electric energy and that issuance of a renewal Order will meet 
the emergency and serve the public interest; 

(ii) from March 14, 2017 to June 11, 2018, Dominion Energy Virginia is directed to 
operate Yorktown Units 1 and 2 as directed by PJM as needed to maintain grid 
reliability or for other local area transmission issues; 


** In accordance with the Secretary’s directives, PJM will report on changes to the Skiffes Creek Transmission 
project construction schedule and revised outage schedules as necessary and appropriate. 
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(iii) the limitations on operations ensure, to the maximum extent practicable, 
consistency with applicable laws and regulations, and the reporting requirements 
for operations and estimated emissions ensure transpareney of implementation; 

(iv) consistent with the dispatch methodology submitted by PJM on June 27, 2017, 
good utility practice and the PJM Tariff, PJM and Dominion Energy Virginia 
shall exhaust all reasonably and practically available resources including demand 
response and identified behind-the-meter generation resources to the extent that 
such resources address maintenance of grid reliability, prior to operating 
Yorktown Units 1 and/or 2;*^ 

(v) Dominion Energy Virginia shall continue to follow the dispatch methodology 
submitted by PJM on June 27,2017; and 

(vi) Every two weeks, PJM and Dominion Energy Virginia shall report all dates on 
which Yorktown Units 1 and/or 2 are operated as well as the estimated emissions 
and water usage date for those dates; and 

(vii) In the event that the outage schedule or estimates change from those presented in 
the renewal application, PJM and/or Dominion Energy Virginia shall also provide 
updated outages schedules and associated Yorktown Units 1 and 2 emission 
estimates within 2 weeks of such change. 


19 


See Footnote 10. 
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Respectfully submitted, 

/s/ Steven R. Pincus 

Steven R. Pincus 
Associate General Counsel 
PJM Interconnection, L.L.C. 

Craig Glazer 

VP, Federal Government Policy 
PJM Interconnection, L.L.C. 

Cc (via electronic mail): Pat Hoffman, U.S. Department of Energy 

Catherine Jereza, U.S. Department of Energy 
Rakesh Batra, U.S. Department of Energy 
Michael C. Regulinski, Dominion Energy Services, Inc. 
Casey Roberts, Sierra Club Environmental Law Program 
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((oniRczny^ Katherine 

To; 

Batra, Rakesh: Drake. Christooher 

Cc; 

Ro.qenbaum, Matthew 

Subject; 

RE: Can we have the draft Order and Summary of findings please?? 

Date: 

Monday, February 26, 2018 2:57:03 PM 


Around 5pm. 


From: Batra, Rakesh <Rakesh.Batra@Hq .Doe.Gov> 

Date: Monday, Feb 26,2018, 2:41 PM 

To: Konieczny, Katherine <Katherine.Koniecznv@.Hq.Doe.Goy> . Drake, Christopher 
<r,hristnpher.Drake@hq.doe.gov> 

Cc: Rosenbaum, Matthew <Matthew.R osenbaum@hq.doe.gov.> 

Subject: Can we have the draft Order and Summary of findings please?? 

When shall we expect it? 


Rakesh 
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From: 

To: 

Cc; 

Subject: 

Date: 

Attachments: 


Koniecznv. Katherine 

Ratra, Rakesh : Drake. Christopher 

Rosenbaum. Matthew 

RE: Can we have the draft Order and Summary of findings please?? 

Monday, February 26, 2018 4:54:37 PM 

DRAFT Order 202-18-3 as of 2-26.docx 

DRAFT Order 202-18-3 Summary of Findings 2-26.do^ 


The draft materials are attached. Please let us know if you have any questions. 

-Original Message- 

From: Batra, Rakesh 

Sent: Monday, Februaiy 26, 2018 2:42 PM 

To: Konieczny, Katherine <Katherine.Konieczny@Hq.Doe.Gov>; Drake, Christopher 
<Christopher.Drake@hq.doe.gov> 

Cc: Rosenbaum, Matthew <Matthew.Rosenbaum@hq.doe.gov> 

Subject: Can we have the draft Order and Summary of findings please?? 

When shall we expect it? 


Rakesh 
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From: KQniec2nv. Katherine 

To: Batra. Rekesh : Drake. Christopher 

Cc: Rosenbaum. Matthew 

Subject: RE; C^n we have the draft Order and Summaiy of findings please?? 

Date: Tuesday, February 27,2018 1:59:12 PM 

Attachmeiits: DRAFT Order 202-18-3 as of 2-27.docx 

DRAFT Order 202-18-3 Summary of Findings 2-27.docx 
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-Original Message- 

From: Koniecziiy, Kallieriiie 

Sent: Monday, Febniaiy 26, 2018 4:55 PM 

To; BaJra, Rakesh <Riikesli,Batni@Hq.Doe.Gov>; Drake, Cliristoplier<Cliristopher.Drake@liq.doe.gov> 
Cc: Rosenbamn, Matthew <Mattliew.Rosenbamn@liq,doe.gov> 

Subject: RE: Can we have tlie draft Older and Simunaiy of findings please?? 

The draft iiiaterials aie attached. Please let us know if you have any questions. 


-Original Message- 

From: Bati:a, Rakesh 

Sent: Monday, Febniaiy 26, 2018 2:42 PM 

To: Koiiieczny, Katherine <Katherine,Koniec23iy@Hq.Do€.Gov>; Drake, Qiristoplier 
<Chiistopher,I>rake@lxq. doe.gov> 

Cc: Rosenbaiun, Mattliew <Mattliew.Rosenbaum@hq.doe.gov> 

Subject: Can we have the draft Order and Siunniaiy of findings please?? 

Wheu shall we expect it? 


Rakesh 
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Subject: 

Date: 
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Batra. Rakesh : Koniecznv. Katherine : Garq. Rishi : Drake. Christopher 
Jereza. Catherine : Rosenbaum. Matthew 
202-18-3 CX 

Tuesday, February 27, 2018 4:33:17 PM 
02 27 2018 CX PJM 202-18-3.pdf 


Attached. 
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RECORDS OF CATEGORICAL EXCLUSION DETERMINATION 

Order No. 202-18-3 

The National Environmental Policy Act (NEPA) requires federal agencies to prepare 
Environmental Impact Statements (EISs) for major federal actions significantly affecting the 
quality of the human environment, 

ITie Department of Energy’s (DOE’s) regulations that implement NEPA (10 CF.R. Part 1021) 
require it to determine whether a proposal requires that anEIS, an Environmental Assessment 
(EA), or a Categorical Exclusion (CX) be prepared. A CX refers to a category of actions that 
DOE has determined do not individually or cumulatively have a significant effect on the human 
environment. As such, DOE need not prepare an EA or an EIS for CX actions. 

On June 13,2017, PJM Interconnection, L.L.C. (PJM), the Regional Transmission Organization 
(RTO) whose service territory includes the North Hampton Roads area east of Richmond, 
Virginia, filed a Request for Emergency Order Pursuant to Section 202(c) of the Federal Power 
Act (FPA) with the United States DOE “to preserve the reliability of [the] bulkpower electric 
transmission system in the North Hampton Roads area.” The emergency order would requite 
Virginia Electric and Power Company (Dominion Energy Virginia), the public utility serving the 
area, to operate its two coal-fired units at its Yorktown Power Station (Yorktown Unit 1 and 
Yorktown Unit 2) to react to electricity reliability emergencies. 

On June 16,2017, the Secretary of Energy, on behalf of the DOE, issued Order No. 202-17-2, 
detennining that an electricity reliability emergency exists in the Commonwealth of Virgmia, 
ordering Dominion Enei'gy Virginia to operate Units 1 and 2 of the Yorktown Power Station 
from June 16,2017 to September 14,2017 only when called upon for electricity reliability 
emergency issues. 

OnAugust 24,2017, PJM filed a Request for reissuance of DOE Order No. 202-17-2, with DOE 
“to preserve the reliability of the bulk power transmission system in the North Hampton Roads 
area.” Reissuance of DOE Order No. 202-17-2 would require Dominion Energy Virginia, to 
operate Yorktown Unit 1 and Yorktown Unit 2 to react to reliability emergencies fiom 
September 15,2017 to December 13,2017. 

On September 14,2017, the Secretaiy of Energy, on behalf of the DOE, issued Order No. 202- 
17-4, determining that an electricity reliability emergency exists in the Commonwealth of 
Virginia, ordering Dominion Energy Virginia to operate Units I and 2 of the Yorktown Power 
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station from September 15,2017 to December 13, 2017 only when called upon for electricity 
reliability emergency issues. 

On November 29,2017, PJM filed a Reqvest for reissuartce of DOE Order No. 202-17-4, with 
DOE “to preserve the reliability of the bulk power transmission system in the North Hampton 
Roads area.” Reissuance of DOE Order No. 202-17-4 would require Dominion Energy Virginia, 
to operate Yorktown Unit 1 and Yorktown Unit 2 to react to reliability emergencies from 
December 14, 2017 to Mai’ch 13,2018. 

On December 13,2017, the Secretary of Energy, on behalf of the DOE, issued Order No. 202- 
18-2, deteimining that an electricity reliability emergency exists in the Commonwealth of 
Virginia, ordering Dominion Energy Virginia to operate Units 1 and 2 of the Yorktown Power 
Station from December 13,2017 to March 13,2018 only when called upon for electricity 
reliability emergency issues. 

On February 20,2018, PJM filed a Request for reissuartce of DOE Order No. 202-18-2, with 
DOE “to preserve the reliability of the bulk power transmission system in the North Hampton 
Roads area.” Reissuance of DOE Order No. 202-18-2 would requii'e Dominion Energy Virginia, 
to operate Yorktown Unit 1 and Yorktown Unit 2 to react to reliability emergencies from Mai-ch 
13,2018 to June 11,2018. 

PROPOSED ACTION; The DOE proposed Federal action would be the reissuance of DOE 
Order No. 202-18-2, as DOE Order No. 202-18-3, an emergency order tar geted to prevent 
uncontrolled power disruptions and shedding of critical load in the North Hampton Roads area 
on the Virginia Peninsula for 90 days. 

FPA section 202(c) (2) requires the Secretary of Energy to ensure that any 202(c) order that may 
result in a conflict with a requirement of any environmental law be limited to the “hour's 
necessary to meet the emergency and serve the public interest, and, to the inaximum extent 
practicable,” be consistent with any applicable environmental law and minimize any adverse 
environmental impacts, 

BACKGROUND: In November 2011, and again in October 2012, Dominion Energy Virginia 
notified PJM of its plan to deactivate both units, effective December 31,2014, because the units 
were not equipped to comply with the Environmental Protection Agency’s (EPA) Mercury and 
Air Toxics Standards (MATS), 40 C.F.R, part 63 subpart UUUUU. 

By letters dated December 14,2011 and April 11,2014, PJM notified Dominion Energy Vu ginia 
that the deactivation of Yorktown Units 1 and 2 respectively would adversely affect the PJM 
ti-ansmission system absent the installation of certain transmission upgrades necessaiy to address 
the reliability impacts. PJM included the required tonsmission upgrade knovm as ^e Skiffes 
Creek Transmission Project a new 500kV transmission line across the James River as an 

upgrade. 
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PJM load flow studies indicate that generation from Yorktown Units 1 and 2 will be needed to 
prevent the possibility of unconti'olled power disi-uptions in the North Hampton Roads area or 
other loss of grid reliability such as the implementation of an automated controlled load shed 
scheme. 

Dominion Energy Virginia developed, an automated controlled load shed scheme known as the 
Remedial Action Scheme (“RAS”) or as the “North Hampton RAS” to address deactivation of 
the Yorktown Units. The North Hampton RAS” would result in a forced interruption of sei-vice 
to load on the Peninsula. During certain high load conditions, this power inteimption could 
result in power loss effecting over 150,000 customei-s in the North Hampton Roads* area of 
Virginia. In addition to residential customers, hospitals, nursing homes, schools, commercial, 
industrial, and national defense facilities would be without power during those pealc load 
conditions on the Peninsula. 

CX TO BE APPLIED: The proposed action identified above fits within the classes listed in 
Appendix B to Subpart D, of 10 CFR Pait 1021-Categorical exclusions applicable to specific 
agency actions. Specifically: 

B4.4 Power maiketing services and activities. 

Power marketing sei-vices and power management activities (including, but not limited 
to, storage, load shaping and balancing, seasonal exchanges, and other similai- activities), 
provided that the operations of generating projects would remain within normal operating 
limits. 

REGULATORY REQUIREMENT: The DOE proposed action is the reissuance of DOE 
Order No. 202-18-2, as DOE Order No. 202-18-3. The DOE Order reissuance will continue the 
operational limitations described for electricity reliability emergency issues. 

The expected combined operation of Yorktown Units 1 and 2 reacting to electricity reliability 
emergencies under DOE Order No. 202-18-2 will be well below normal operating capacities and 
limits of Yorktown Units 1 and 2. 

DOE has determined that the proposed action identified above will not have a significant effect 
on the human environment. Authorizing the proposed action will not (1) threaten a violation of 
applicable statutory, regulatory, or permit requirements for environment, safety, and health 
including DOE and/or Executive orders; (2) require siting of new facilities or expansion of 
existing facilities; (3) disturb hazardous substances, pollutants or contaminants; or (4) adversely 
affect environmentally sensitive resources. 

DETERMEVATION: Based on my review of the above information concerning the proposed 
action, as NEPA Compliance Officer (as authorized under DOE Order 451.1B), I have 
determined that the proposed action fits within the specified class of actions, other regulatoi 7 


* The North Hampton Roads load area includes the following: Charles City County, James City County, York 
County Williamsburg, Yorktown, Newport News, Poquoson, Hampton, Essex County, King William County, King 
and QuUn County, Middlesex County, Mathews County, Gloucester County, the City of West Point, png Gemge 
County, Westmoreland County, Northumberland County, Richmond County, Lancaster County, and the City of 
Colonial Beach. 
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requirements set forth above are met, and the proposed action is hereby categorically excluded 
from further NEPA review. 



NEPA Compliance Officer 
Office of Electricity Delivery. 
and Energy Reliability 


Date: Febmarv 27. 2018 
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From: 

To: 

Cc: 

Subject: 

Date: 

Attachments: 

Importance: 


Bittner. Kathv fOQNTR) 

Batra. Rakesh 
Rosenbaum. Matthew 

RE; Can we have the draft Order and Summary of findings please?? 
Wednesday, February 28, 2018 8:37:23 AM 
2018-00101>1 - Action Memo 2.28.dotx 
High 


Rakesli, 

(b)(5) 


Please let me know as soon as possible. 

Tliaiiks, 

Katliy Bittner 

Correspondence Specialist 

ICF, Contractor for U.S. Depailuieiit of Energy 

Office of Electricity Delivery and Energy Reliability 

Phone: (202)287-5613 

Email: kathy,bittner@hq,doe.gov 


-Original Message- 

From: Batra, Rakesli 

Sent: Tuesday, February 27, 2018 3:49 PM 

To: Bittner, Katliy (CONTR) <Kathy.Bittner@liq.doe.gov> 

Cc: Rosenbaum, Matthew <Matthew.Roseiibaum@liq.doe.gov> 

Subject: FW: Can we liave the draft Order and Suinmaiy of findings please?? 

FYI. All documents attached (b) (5) 


Thanks, 

Rakesh 

-Original Message- 

From: Konieczny, Katherine 

Sent; Tuesday, February 27, 2018 1:59 PM 

To: Batra, Rakesh <Rakesh.Batra@HqE)oe.Gov>; Drake, Christopher <Chiistopher.Drake@bq,doe.gov> 
Cc: Rosenbaum, Matthew <Matthew.Rosenbaiim@hq.doe.gov> 

Subject: RE: Can we iiave the diaft Order and Summary of findings please?? 
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-Original Message- 

From: Konieczny, Katherine 

Sent: Monday, February 26, 2018 4:55 PM 

To: Batra, Rakesh <Rakesh.Batra@Hq.Doe.Gov>; Drake, Christopher <Christopher.Drake@hq.doe.gov> 
Cc: Rosenbaum, Matthew <Matthew.Rosenbaum@hq.doe.gov> 

Subject: RE: Can we have the draft Order and Summary of findings please?? 

The draft materials are attached. Please let us know if you have any questions. 

-Original Message- 

From: Batra, Rakesh 

Sent: Monday, Februaiy 26,2018 2:42 PM 

To: Konieczny, Katherine <Katherine.Konieczny@Hq,Doe.Gov>; Drake, Christopher 
<Christopher.Drake@hq.doe,gov> 

Cc: Rosenbaum, Matthew <Matthew.Rosenbaum@hq.doe.gov> 

Subject: Can we have the di*aft Order and Summary of findings please?? 

When shall we expect it? 

Rakesh 
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To: 

Cc; 

Subject: 

Date: 

Attachments: 

Importance; 


Bfttner. Kathv fODNTR) 

Batra, Rakesh 

Rosenbaum. Matthew: Mills. Brian 

FW: Can we have the draft Order arxl Summary of findings please?? 

Wednesday, February 28,2018 8:56:27 AM 

DRAFT Order 202"18-3 Summarv of Findings 2-27.docx 

High 


Rakesli, 

Please see my questioiis/comuieuts on tlie attacluneat. 

Please addiess tliein as soon as possible. 

Thanks, 

Katliy Bittner 

Conespondence Specialist 

ICF, Contractor for U.S. Depoituieiit of Energy 

Office of Electricity Delivery and Energy Reliability 

Phone: (202)287-5613 

Email: kathy,bittner@hq.doe,goY 

-Original Message- 

From: Batro, Rakesh 

Sent: Tuesday, Febniaiy 27,2018 3:49 PM 

To: Bittner, Kathy (CONTR) <Kathy.Bittner@liq.doe.gov> 

Cc: Rosenbaum, Matthew <Matthew.Roseabaiun@liq‘<loe.gov> 

Subject: FW; Can we have the draft Order and Summary of findings please?? 

FYl. All documents attached, (b) (5) 


Tliajiks, 

Rakesh 

-Original Message- 

From: Konieczny, Katherine 

Sent: Tuesday, February 27,2018 1:59 PM 

To: Batra, Rakesh <Rakesh.Batia@Hq.Doe.Gov>; Drake, Christopher <Christopher.Drake@hq,doe.gov> 
Cc: Rosenbaum, Matthew <MattIiew.Rosenbamn@hq.doe.gov> 

Subject: RE: Can we liave the drafi Order and Summary of findings please?? 

(b)(5) 


——Original Message- 

From: Konieczny, Katherine 

Sent: Monday, February 26, 2018 4:55 PM 



To; Batra, Rakesh <Rakesh.Batra@Hq.Doe.Gov>; Drake, Christopher <Christopher.Drake@hq.doe.gov> 
Cc: Rosenbaum, Matthew <Matthew.Rosenbaum@hq.doe.gov> 

Subject: RE: Can we have the draft Order and Summary of findings please?? 

The draft materials are attached. Please let us know if you have any questions. 

-Original Message- 

From: Batra, Rakesh 

Sent: Monday, Februaiy 26, 2018 2:42 PM 

To: Konieczny, Katherine <Katherine.Konieczny@Hq.Doe.Gov>; Drake, Christopher 
<Christopher.Drake@hq.doe.gov> 

Cc: Rosenbaum, Matthew <Matthew.Rosenbaum@hq.doe.gov> 

Subject: Can we have the draft Order and Summaiy of findings please?? 

When shall we expect it? 


Rakesh 
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From: 

To: 

Cc; 

Subject: 

Date: 

Attachments: 


Mills, Brian 

Bittner, Kathv fCONTRl: Batra, Rakesh 
Rosenbaum. Matthew 

RE: Can we have the draft Order and Summary of findings please?? 
Wednesday, February 28,2018 9:03:11 AM 
02 77 2018 CX P3M 202-lB-3.DdF 


-Original Message—— 

From; Bittner, Katliy (CONTR) 

Sent; Wednesday, Febmaiy 28,2018 8:56 AM 

To: Batra, Rakesh <RakeslLBatra@Hq.Doe.Gov> 

Cc: Rosenbamn, Matthew <Matthew.Rosenbaimi@liq.doe.gov>; Mills, Brian <Briaii.Mills@liq.doe.gov> 
Subject; FW: Can we have die draft Order and Summary of findings please?? 

Importance; High 

Rakesli, 

Please see my questions/coinments on the attachment. 

Please address diem as soon as possible. 

Thanks, 

Kathy Bittner 

Correspondence Specialist 

ICF, Contractor for U.S, Department of Energy 

Office of Electricity Delivery and Energy Reliability 

Phone: (202)287-5613 

Email: kathy,bittner@liq,doe.gov 

-Original Message-^— 

From: Batra, Rakesh 

Sent: Tuesday, February 27,2018 3:49 PM 

To: Bittner, Kathy (CONTR) <Kathy,Bittner@hq.doe.gov> 

Cc: Rosenbaiun, Matthew <Matthew.Rosenbaum@hq,doe.gov> 

Subject: FW: Can we have die draft Order ajid Siunmary of findings please?? 

FYI. All documents attached (b) (5) 


Thanks, 

Rakesh 


-Original Message- 

From: Konieczny, Kadierine 

Sent: Tuesday, February 27,2018 1:59 PM 

To: Bafra, Rakesh <Rakesh.Batra@Hq.Doe.Gov>; Drake, Christopher <Christopher.Diake@hq.doe.gov> 
Cc: Roseubamn, Matthew <Matthew.Rosenbaiim@hq.doe.gov> 

Subject: RE: Cau we have ttie draft Order and Simmiaiy of findings please?? 


(b)(5) 




(b)(5) 


-Original Message- 

From: Konieczny, Katherine 

Sent: Monday, February 26,2018 4:55 PM 

To: Batra, Rakesh <Rakesh,Batra@Hq.Doe.Gov>; Drake, Christopher <Christopher.Drake@hq.doe.gov> 
Cc: Rosenbaum, Matthew <Matthew.Rosenbaum@hq.doe.gov> 

Subject: RE: Can we have the draft Order and Summary of findings please?? 

The draft materials are attached. Please let us know if you have any questions. 

-Original Message- 

From: Batra, Rakesh 

Sent: Monday, February 26,2018 2:42 PM 

To: Konieczny, Katherine <Katherine.Konieczny@Hq,Doe.Gov>; Drake, Christopher 
<Christopher.Drake@hq.doe.gov> 

Cc: Rosenbaum, Matthew <Matthew.Rosenbaum@hq.doe.gov> 

Subject: Can we have the draft Order and Summary of findings please?? 

When shall we expect it? 

Rakesh 
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From: 

Bittner. Kathv (COITTR) 

To: 

Batra. Rakesh: Mills. Brian 

Cc: 

Rosenbaum. Matthew 

Subject: 

RE: can we have the draft Order and Summary of findings please?? 

Date: 

Wedn^ay, February 28, 2018 9:21:18 AM 


Rakesli, 

(b)(5) 

Kathy Bittner 

Correspondence Specialist 

ICF, Contractor for U.S. Department of Energy 

Office of Electricity Delivery and Energy Reliability 

Phone: (202)287-5613 

Email: kathy.bittner@liq.doe.gov 

-Original Message- 

From: Balra^ Rakesh 

Sent: Wednesday, February 28,2018 9:18 AM 

To: Bittner, Katliy (CONTR) <Kathy.Bittner@hq.doe.gov>; Mills, Brian <SriaiLMills@hq.doe.gov> 
Cc: Rosenbaum, Matthew <Mattiiew.Rosenbauin@hq.doe.gov> 

Subject: RE: Can we liave the draft Order and Smnmaiy of findings please?? 

Dec, 11,2017. Please see my email sent sepaiately. 

(b)(5) 


-Original Message- 

From: Bittner, Kathy (CONTR) 

Sent: Wednesday, February 28,2018 9:04 AM 

To: Mills, Brian <Briau.Mills@hq.doe.go\'>; Batra, Rakesh <Rakesh.Batra@Hq.Doe.Gov> 
Cc: Rosenbaum, Mattiiew <Mattllew^Rosenbaum@hq.doe.gov> 

Subject: RE: Can we liave the draft Order and Suinmaiy of findings please?? 

Thajikyou Brian. 


-Original Message- 

From: Mills, Brian 

Sent: Wednesday, Febniary 28, 2018 9:03 AM 

To: Bittner, Kathy (CONTR) <Kathy.Bittner@liq.doe.gov>; Batra, Rakesh <Rakesh.Batra@Hq.Doe,Gov> 
Cc: Rosenbaum, Matthew <Matthew.Rosenbanjn@liq.doe.gov> 

Subject: RE: Can we liave the draft Order and Sunimaiy of findings please?? 


-Original Message- 

From: Bittner, Katliy (CONTR) 

Sent: Wednesday, February 28,2018 8:56 AM 
To: Batra, Rakesli <Rakesh,Batra@Hq.Doe.Gov> 

Cc; Rosenbaum, Matthew <MaHhew.Roseiibaum@liq.doe.gov>; Mills, Brian <Brian.Mills@hq.doe.gov> 
Subject: FW: Can we have the draft Order and Summary of findings please?? 

Importance: HigJi 


Rakesli, 



Please see my questions/comments on the attachment. 

Please address them as soon as possible. 

Thanks, 

Kathy Bittner 

Correspondence Specialist 

ICF, Contractor for U.S. Department of Energy 

Office of Electricity Delivery and Energy Reliability 

Phone: (202)287-5613 

Email: kathy.bittner@hq.doe.gov 

-Original Message- 

From: Batra, Rakesh 

Sent: Tuesday, February 27, 2018 3:49 PM 

To: Bittner, Kathy (CONTR) <Kathy.Bittner@hq.doe.gov> 

Cc: Rosenbaum, Matthew <Matthew,Rosenbaum@hq.doe.gov> 

Subject: FW: Can we have the draft Order and Summary of findings please?? 

FYI, All documents attached, (b) (5) 


Thanks, 

Rakesh 

-Original Message- 

From: Konieczny, Katherine 

Sent: Tuesday, February 27, 2018 1:59 PM 

To: Batra, Rakesh <Rakesh.Batra@Hq.Doe.Gov>; Drake, Christopher <Christopher,Drake@hq,doe.gov> 
Cc: Rosenbaum, Matthew <Matthew.Rosenbaum@hq.doe.gov> 

Subject: RE: Can we have the draft Order and Summary of findings please?? 

(b) (5) 


-Original Message-— 

From: Konieczny, Katherine 

Sent: Monday, February 26, 2018 4:55 PM 

To: Batra, Rakesh <Rakesh.Batra@Hq.Doe.Gov>; Drake, Christopher <Christopher.Drake@hq.doe.gov> 
Cc: Rosenbaum, Matthew <Matthew.Rosenbaum@hq,doe.gov> 

Subject: RE: Can we have the draft Order and Summary of findings please?? 

The draft materials are attached. Please let us know if you have any questions, 

-Original Message- 

From: Batra, Rakesh 

Sent: Monday, February 26, 2018 2:42 PM 

To: Konieczny, Katherine <Katherine.Konieczny@Hq.Doe,Gov>; Drake, Christopher 









<Christopher.Drake@hq.doe.gov> 

Cc: Rosenbaum, Matthew <Matthew.Rosenbaum@hq.doe,gov> 

Subject: Can we have the draft Order and Summary of findings please?? 

When shall we expect it? 


Rakesh 
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From; 

|<nniFH"7nv. Katherine 

Tos 

Ratra. Rakesh: Drake. Christopher 

Cci 

Bittner. Kathv fCONTR) 

Subject: 

RE: PJM OE 202c related 

Date: 

Wednesday, Febnjary 28,2018 9:34:19 AM 


Good morning, ail, 
(b)(5) 


From: Batra, Rakesh 

Sent: Wednesday, February 28,2018 9:16 AM 
To: Konieczny, Katherine; Drake, Christopher 
Cc: Bittner, Kathy (CONTR) 

Subject; FW: PJM OE 202c related 
importance: High 
Kathy K; 

(b)(5) 

Rakesh ... ........ 

From: Batra, Rakesh 

Sent: Thursday, December 14,20171:36 PM 
To; Fickel, Louise <Louise.FickeliS)HQ-Doe.Gov> 

Cc: Konieczny, Katherine < Katherine.K oniecznv(a)Ha.Poe.GQv>; Mills, Brian 
<Rrian.Mills(S)hn.doe.gov >: Drake, Christopher <rhristoDher.Drake^hq.doe,eQy>; Rosenbaum, 
Matthew < Matthew.Rosenbaum@ha.doe.goy > 

Subject: PJM OE 202c related 

Importance: High 

Louise: 

Please find attached PJM 202(c) Order No. 202-18-2 related documents for web posting. 

Kathy; (b)(5) 

Thanks, 

Rakesh 




From: 

To; 

Subject; 

Date: 

Attachments: 

Importance: 


Bfttner. Kathv fCXDNTR) 

Batra. Rflkesh 

201B-001014 - Review of 202c Action Memo 
Wednesday, February 28, 2018 10:09:10 AM 
2018-001014 - Action Memo 2.28.doo( 

High 


Rakesli, 

(b)(5) 

Thanks, 

Kathy Bittner 

Correspondence Specialist 

ICF, Contractor for US. Department of Energy 

Office of Elechicity Deliveiy and Energy Reliability 

Phone: (202)287-5613 

Email: katliy.b!ttnei'@liq.doe.goY 


-Original Message- 

From: Bittner, Katliy (CONTR) 

Sent: Wednesday, February 28, 2018 8:37 AM 
To: Batra, Rakesh <Rakesh,Batra@Hq.Doe.Gov> 

Cc: Rosenbaum, Matthew <Matthew.Roseiibaimi@liq.doe.gov> 

Subject: RE: Can we have the draft Order and Summary of findings please?? 
Importance: Higli 

Rakesh, 

(b)(5) 


Please let me know as soon as possible. 

Thanks, 

Kathy Bittner 

Correspondence Specialist 

ICF, Contractor for U,S. Department of Energy 

Office of Electricity Delivery and Energy Reliabihty 

Phone: (202)287-5613 

Enrail: kathy,bi(1ner@liq,doe.gov 


“—Original Message- 

From: Batra, Rakesh 

Sent: Tnesday, Febmaiy 27,2018 3:49 PM 



To: Bittner, Kathy (CONTR) <Kathy.Bittner@hq,doe.gov> 

Cc: Rosenbaum, Matthew <Matthew.Rosenbaum@hq.doe.gov> 

Subject: FW: Can we have the draft Order and Summary of findings please?? 

FYI. All documents attached, (b) (5) 


Thanks, 

Rakesh 

-Original Message- 

From: Konieczny, Katherine 

Sent: Tuesday, February 27, 2018 1:59 PM 

To: Batra, Rakesh <Rakesh.Batra@Hq.Doe.Gov>; Drake, Christopher <Christopher.Drake@hq,doe.gov> 
Cc: Rosenbaum, Matthew <Matthew.Rosenbaum@hq.doe.gov> 

Subject: RE: Can we have the draft Order and Summary of findings please?? 

(b)(5) 


-Original Message- 

From: Konieczny, Katherine 

Sent: Monday, February 26, 2018 4:55 PM 

To: Batra, Rakesh <Rakesh.Batra@Hq.Doe.Gov>; Drake, Christopher <Christopher.Drake@hq.doe.gov> 
Cc: Rosenbaum, Matthew <Matthew.Rosenbaum@hq,doe.gov> 

Subject: RE: Can we have the draft Order and Summary of findings please?? 

The draft materials are attached. Please let us know if you have any questions. 

-Original Message- 

From: Batra, Rakesh 

Sent: Monday, February 26,2018 2:42 PM 

To: Konieezny, Katherine <Katherine.Konieczny@Hq.Doe.Gov>; Drake, Christopher 
<Christopher.Drake@hq.doe.gov> 

Cc: Rosenbaum, Matthew <Matthew.Rosenbaum@hq.doe.gov> 

Subject: Can we have the draft Order and Summary of findings please?? 

When shall we expect it? 


Rakesh 
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From; 

Drake. ChrirtoDher 

To: 

Bairs. Rakesh: Rosenbaum. Matthew 

Cc: 

Komec^nv. Katherine 

Subject: 

RE: Tomorrow's 202(c} Order 

Date: 

Mondav, March 12,2018 11:-12:30 AM 


Rakesh & Matt - 

(b)(5) 

-Original Message- 

Fmni: Dinke^ Cbiistopher 

Sent: Monday, March 12,2018 11:27 AM 

To: Batia, R^esh <Rakesb3atra@HqX)oe.Gov>; Koniecziiy, Katlierine <Katlierine.Konieczny@Hq.Doe,Gov> 
Cc: Rosenbaum, Matthew <Matthew.Roseiibaiim@hq.doe,gov> 

Subject: RE: Tomonow's 202(c) Order 

OK Thaiiks for the update, (b) (5) 


-Original Message- 

From: Batra, Rakesli 

Sent: Monday, March 12,2018 11:25 AM 

To: Drake, Cliristopher <Cliristopher.Drake@hq,doe.gov>; Konieczny, Katlierine 
<KatherineKoiijeczny@Hq.Doe.Gov> 

Cc: Rosenbaum, Matthew <Mattliew.Rosejibauin@liq.doe,gov> 

Subject: RE: Tomoitow’s 202(c) Order 

It’s oil its way to S2. 


-Original Message- 

From: Di:ake, Cbiistopher 

Sent: Monday, March 12,201$ 11:23 AM 

To: Baba, Rakesh<Rakesh.Bati'a@HqDoe.GoV>; Rosenbiimn, Matthew <Mat(liew,Rosenbaum@hq.doe.gov> 
Cc: Konieczny, Katlierine <KatheriiieKomeczny@Hq,Doe.Gov> 

Subject: Tomorrow's 202(c) Order 

Rakesh & Matt, 

{b)(5) 

Please let us know if you need anytliing furthei’ from us to ensure that die deadline is met 

Thanks, 

Chris 

Chiis Drake 
Attorney-Adviser 

U<S, Depailnient of Energy, Office of Gaieral Counsel 
Office of Electricity & Fossil Energy (G076) 

Foirestal North, Room 6B-256 
Tel. 202.586.2919 
Christopher.Drake@hq,doe. gov 
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From: Drake. Christopher 

To; Firkpl. Louise: Batra. Rakesh: Minnick. Debra B. fCONTRI: Mills. Brian: Rosenbaum. Matthew: Jereza. Catherine: 

KoniefTnv. Katherine 

Subject: RE: 202C (2018-0010M) 

Date: Tuesday, March 13, 2018 5:31:'! 1 PM 


Exceilent-thank you, Louise! 

From: Fickel, Louise 

Sent: Tuesday, March 13, 2018 5:31 PM 

To: Batra, Rakesh ; Minnick, Debra B. (CONTR); Mills, Brian ; Rosenbaum, Matthew; Jereza, 
Catherine ; Konieczny, Katherine ; Drake, Christopher 
Subject: RE; 202C (2018-001014) 

The new Order and the CX are both now on the website and should be live shortly. 

From; Fickel, Louise 

Sent: Tuesday, March 13, 2018 3:50 PM 

To: Batra, Rakesh < Rakesh.Batra(5)Hq.Doe.Gov >: Minnick, Debra B. (CONTR) 
< Dehra.Minnick@hq.doe.gov >: Mills, Brian < Brian.Mills.(ahq.doe.gov >: Rosenbaum, Matthew 
< MatthRw.Rosenbaum(5)hq.doe.gov >: Jereza, Catherine < Catherine .Jereza{a)Hq.Doe.Gov>: 
Konieczny, Katherine < Katherine.Koniecznvia)Hq.Doe.GQV >: Drake, Christopher 
< ChristophRr.Drake@hq.doe.gov > 

Subject: RE: 202C (2018-001014) 

Thanks, Rakesh. I'll let everyone know once these have been posted. 

Louise 

From: Batra, Rakesh 

Sent: Tuesday, March 13, 2018 3:34 PM 

To: Fickel, Louise < 1 ouise.Fickeli5)Hq.Doe.Gov >: Minnick, Debra B. (CONTR) 
< Dphra.Minnick(5)hq.doe.gov >: Mills, Brian < Brian.Mills@hq.doe.gov >: Rosenbaum, Matthew 
< Matthew.Rosenbaum@hq.dne.gnv >: Jereza, Catherine < Catherine.Jereza(S)Hq.Doe.Gov >: 
Konieczny, Katherine < Katherine.Koniecznv@Hq.Doe.Gov> : Drake, Christopher 
< Chri.stopher.Drake@hq.doe.gov > 

Subject: FW: 202C (2018-001014) 

Please post this CX, along with the Order. 

Thanks 

From: Mills, Brian 

Sent: Tuesday, March 13, 2018 3:17 PM 

To: Batra, Rakesh < Rakesh.Batra@Hq.Doe.Gov >: Rosenbaum, Matthew 
< Matthew.Rosenbaum(S)hq.doe.gov > 

Cc: Le Due, Edward < Fdward.LeDuc(S)hq.doe.gov > 

Subject: RE: 202C (2018-001014) 

From: Batra, Rakesh 

Sent: Tuesday, March 13, 2018 3:07 PM 
To: Mills, Brian < Brian.Mills(5)hq.doe.gov > 

Subject: FW: 202C (2018-001014) 

FYI ... 

From: Pitcher, Lisa 


















Sent: Tuesday, March 13, 2018 3:00 PM 

To: Bittner, Kathy (CONTR) < Kathy.Bittner@hq.doe.gov> : Minnick, Debra B. (CONTR) 
< nphra.Minnirk@hq.doe.gov >: Jereza, Catherine < Catherine..lerezaf5)Hq.Doe.Gov >: Batra, Rakesh 
< Rakpsh.Batra@Hq.noe.Gov >: Rosenbaum, Matthew < Matthew.RosenbaumPhq.doe.gov > 

Cc: Biake-Kenneriy, Shena < Shena.Kennerly@hq.doe.gov >: Bowie, America 
< America.Bowie@hq.doe.gov > 

Subject: RE: 202C (2018-001014) 

OE 

Please see the attached approval. 

Thanks 

Lisa ...... . 

From; Bittner, Kathy (CONTR) 

Sent: Monday, March 12, 2018 2:29 PM 

To: Bowie, America < America.Bowie(5)hq.doe.gov > 

Cc: Pitcher, Lisa <l is3.Pitcher@hq.doe.gov >: Blake-Kennerly, Shena < Shena.Kennerly(5)hq.doe.gov >: 
Minnick, Debra B. (CONTR) < Debra.Minnick@ha.doe.gov >: Jereza, Catherine 
< ratherine. lprP7a@Hn.Doe.Gov >: Batra, Rakesh < Rakesh.Batra@Hq.Doe.Gov >: Rosenbaum, 
Matthew < Matthew.Rosenbaum(5)hq.doe.gov > 

Subject: RE: 202C (2018-001014) 

Importance: High 
America, 

(b) (6) 

As with previous packages, would you please email the signed Order to Debra, Katie, Rakesh, Matt 
and myself? Rakesh or Katie will email it to the appropriate parties. 

Please let me know if you have any questions. 

Thanks, 

Kathy Bittner 

Correspondence Specialist 

ICF, Contractor for U.S, Department of Energy 

Office of Electricity Delivery and Energy Reliability 

Phone: (202) 287-5613 

Email: kathy.bittnerOhq.doe.gov 

From: Bowie, America 

Sent: Monday, March 12, 2018 10:39 AM 

To: Bittner, Kathy (CONTR) < Kathy.Bittner(a)hq.doe.gov > 

Subject: 202C 
It's on its way toS2. 
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From: Michael Regutinskj 

To: Secretary Pexrv. Hoffman. Patricia: Jereza, Cathedne; Batra, Rakesh: Konieczrw. Katherine 

Cc: Brvson. Mike E; Souder. David W.: Tam. Simon K.: Glazer. Craio: 0**Hara, Chris; Robinson. Evelyn; Pincys. 

Steven: James M.”: **Mars> Jennifer A.**: casev,robert5@5ierTadiJb.Qrg: saniav.naravan@sierraclub.orQ: 

Mike Barmen Mohammed Alfewoumi 
Subject: DOE Order 202'18-3 Report 

Date: Friday, March 16, 2018 2:57:10 PM 

Attachments: DOE report Yortown trans outages 3 16 2U18.pdf 

PUBLIC Skfffes Creek outages table 031218 tdb emissions MCR Redacted.pdF 
CONFlDErmAL CHI Skiffes Creek QUtages.zfD 


Confidential Contains CEU Material 

Dear Secretary Perry; 

PJM Interconnection, LLC and Virginia Electric and Power Company, dba Dominion Energy Virginia, 
respectfully submit the following in compliance with Order No. 202-18-3: 

1. Report on Yorktown Units 1 and 2 Revised Construction Schedule; 

2. Public version of Skiffes Creek outages table (CEII material redacted); and 

3. Non-Public version of Skiffes Creek outages table {password protected contains CEII material). 
Please contact me if you have any questions. 

I will send the password for the CEi! file by separate email to Dominion, PJM and DOE personnel 
only. 

Thanks, 

Michael C. Regulinski 
Managing General Counsel 
Dominion Energy Services, Inc. 
tieline: 738-2794 
P; (804) 819-2794 
C;{b)(6) 

michael.regulinski@dominionenergy.com 


CONFIDENTIALITY NOTICE; This electronic message contains information which may 
be legally confidential and or privileged and does not in any case represent a fiim ENERGY 
COMMODITY bid or offer relating thereto which binds the sender without an additional 
express written confirmation to that effect. The information is intended solely for the 
individual or entity named above and access by anyone else is unauthorized. If you are not the 
intended recipient, any disclosure, copying, distribution, or use of the contents of this 
information is prohibited and may be luilawfiil. If you have received this electronic 
transmission hi enor, please reply immediately to the sender that you have received the 
message in error, and delete it. Thank you. 


Dominion Energy Services, Inc- 
La\A/ Department 

120 Tredegar Street, Richmond, VA 23219 
DominionEnergy.com 


Dominion 
^ Energy 


March 16,2017 

The Honorable James Richard Perry 
Secretary of the Energy 
United States Department of Energy 
1000 Independence Ave, SW 
Washington, DC 20585 

Re: Report on Yorktown Units 1 and 2 Revised Outage Schedule - Order No. 

202-18-3 

Dear Secretary Perry: 

Pursuant to Order No. 202-18-3 (the “Renewal Order”) issued March 13,2018, by the Secretary 
of Energy (“Secretary”), PJM Interconnection, L.L.C. (“PJM”) and Virginia Electric and Power Company 
(“Dominion Energy Virginia”) respectfully submit the attached Skiffes Creek Construction Transmission 
Outage Schedule and Yorktown Units 1 and 2 Emission Estimates as of March 12,2018 (“March 2018 
Outage Schedule”). This submission is in accordance with the Secretary’s directive that PJM and 
Dominion Energy Virginia provide updated outage schedules and associated Yorktown Units I and 2 
emission estimates in the event the schedule or emission estimates change from those presented in the 
PJM Renewal Application Filing dated February 20,2018 (“Renewal Application”) within two weeks of 
the change.' 

In the Renewal Application, PJM explained that construction of the Skiffes Creek Transmission 
Project began in July 10 2017 and was expected to take approximately 18-20 months.^ As reported on 
October 12, 2017, the Skiffs Creek Transmission Project was scheduled to be completed May 12,2019.^ 
The October 2017 Outage Schedule included a Skiffes Creek construction schedule and planned 
transmission outage sequence, and Yorktown run and emission estimates. The schedule also provided 
actual emissions from the Yorktown unit runs as directed by PJM, the current estimated planned 

‘ Renewal Order at 2. 

^ Renewal Application at 6-7. 

’ Report on Yorktown Units I and 2 Revised Construction Schedule (“October 2017 Outage Schedule”). 
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transmission outage time frames, transmission limiting contingencies, Dominion Zone load thresholds 
which trigger the need to operate Yorktown Units 1 and/or 2, estimated run time in days, and Dominion 
Energy Virginia’s estimated emissions based on the run time estimates. The Renewal Application 
explained that PJM and Dominion Energy Virginia would provide DOE with revised construction 
schedules and estimated emissions.^ 

In the Renewal Order, the DOE determined that an emergency exists due to the shortage of 
electric energy and the shortage of facilities for the generation and transmission of electric energy,* The 
Secretary found the issuance of the Renewal Order is necessary to address the emergency and serve the 
public interest in the North Hampton Roads area.* The Renewal Order also directed PJM and Dominion 
Energy Virginia to provide an updated outage schedule and associated Yorktown Units I and 2 emission 
estimates in the event the outage schedule or emission estimates change from those presented in the PJM 
Renewal Application within two weeks of the change.’ 

The attached March 2018 Outage Schedule includes a revised construction schedule and planned 
transmission outage sequence, and Yorktown run and emission estimates. The March 2018 Outage 
Schedule extends the October 2017 Outage Schedule hy 3 days (from May 12,2019 to May 15,2019) for 
the planned transmission outages associated with Skiffes Creek transmission project that may require 
Yorktown 1 «& 2 units to run. The revised schedule also adds an estimated additional 28 run days for the 
dispatch of the Yorktown units for reliability. The Skiffes Creek transmission project is currently 
estimated to he complete hy August 21,2019, hut imder the revised schedule PJM is not expected to 
dispatch the units after May 15,2019. 

The planned transmission outages are coordinated between PJM and Dominion Energy Virginia 
to ensure the reliability of service in the area and to support the Skiffes Creek construction schedule. 
After numerous consultations between PJM and Dominion Energy Virginia, the construction schedule, 

^ Renewal Application at 7, footnote 18. 

’ Renewal Order at 1. 

® Renewal Order at 1. 

’’ Renewal Order at 2. 
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the transmission outage schedule, and the estimated run days were revised due to complications 
encountered in the construction of the Skiffes Creek transmission project. A one month delay to the 
Skiffes Creek construction schedule was initially proposed due to a manufacturer’s defect in the Y Clevis 
which holds the wire to the insulator used on the line rebuild sections. A failure of the Y Clevis could 
result in the wire dropping from the transmission tower. With the manufacturer’s help Dominion Energy 
Virginia identified the defect parts and replaced them, however the work required climbing each structure 
and replacing this part on all three phases. Also, several additional transmission towers will need to be 
replaced that were not in the original plan due to deterioration found in the field. These additional 
construction delays pushed the outages of the 292 and 285 lines to peak loading periods which created 
operational concerns. Therefore, PJM and Dominion Energy Virginia agreed to rearrange the 
construction schedule and the outage schedule to minimize the impact of transmission outages of the 285 
line during the 2018 summer peak and the 2019 winter peak periods. This resulted in an estimated 
additional 28 run days for the dispatch of the Yorktown units for reliability and rearranging certain 
transmission outages. While under the revised schedule PJM is not expected to dispatch the units after 
May 15,2019, construction of the Skiffes Creek transmission project has been extended and is currently 
estimated to be complete by August 21,2019. 

The March 2018 Outage Schedule provides actual emissions from the July 2017, August 2017, 
and January 2018 Yorktown unit runs. The schedule also shows the current estimated planned 
transmission outage time frames, transmission limiting contingencies. Dominion Zone load thresholds 
which trigger the need to operate Yorktown Units 1 and/or 2, estimated run time in days, and Dominion 
Energy Virginia’s estimated emissions for the remainder of the schedule based on the run time estimates. 

The construction schedule may change again. PJM and Dominion Energy Virginia will provide 
an updated outage schedule and associated Yorktown Units 1 and 2 emission estimates in the event the 
outage schedule or emission estimates changes as directed by the Renewal Order. 

REQUEST FOR CEH DESIGNATION 

The filing includes the following attachments: 
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1. Non Public version of Creek Construction Transmission Outage Schedule and Yorktown Units 
1 and 2 Emission Estimates as of March 12,2018 (password protected containing Critical Energy 
Infrastructure ("CEII”) material); and 

2. Public version of Creek Construction Transmission Outage Schedule and Yorktown Units 1 
and 2 Emission Estimates as of March 12,2018 (public version with CEII material redacted). 

In regard to the Non Public version, PJM and Dominion Energy Virginia respectfully requests the 
transmission outage and limited contingency information submitted to the DOE be designated as CEII 
pursuant Federal Power Act (“FPA”) Section 215A(d) and the implementing regulations, 18 C,F.R. 
Section 388.113. 

In Fixing America's Surface Transportation Act (“FAST”) Section 215A(a)(3), CEE is 
specifically defined as information “designated as critical electric infrastructure information by... the 
Secretary of the Department of Energy pursuant to subsection (d).”* Under FPA Section 215A(a)(3), CEE 
includes information that is submitted to the DOE, and designated as such by DOE.^ Uie regulations 
define CEII in pertinent part as follows: 

“1) Critical electric infrastructure information means information related to critical electric 
infrastructure .. .Provided to the Commission or other Federal agency... that is designated as 
critical electric infrastructure information by the Commission or the Secretary of the Department 
of Energy pursuant to section 215A(d) of the Federal Power Act. Such term includes information 
that qualifies as critical energy infrastructure information under the Commission's regulations. 
Critical Electric Infrastructure Information is exempt from mandatory disclosure under the 
Freedom of Information Act, 5 U.S.C. 552(b)(3) and shall not be made available by any Federal, 
State, political subdivision or tribal authority pursuant to any Federal, State, political subdivision 
or tribal law requiring public disclosure of information or records pursuant to section 
215A(d)(l)(A) and (B) of the Federal Power Act.” 

2) Critical energy infrastructure information means specific engineering, vulnerability, or 
detailed design information about... existing critical infrastractuie that: 

(i) Relates details about the production, generation, transportation, transmission, or distribution of 
energy; 

(ii) Could be useful to a person in planning an attack on critical infrastructure; 

(iii) Is exempt from mandatory disclosure under the Freedom of Information Act, 5 U.S.C. 552; 
and 


“ FAST Act, Pub. L. No. 114-94, section 61,003,129 Stat. 1312,1776. 

® FAST Act, Pub. L. No. 114-94, section 61,003,129 Stat. 1312,1773 (“critical electric infrastructure information 
means information... generated by or provided to the Commission or other Federal agency... that is designated as 
critical electric infrastructure information by the Commission or the Secretary pursuant to subsection (d)”). 
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(iv) Does not simply give the general location of the critical infrastructure.”’® 

PJM and Dominion Energy Virginia submits the redacted information is CEII because it provides 
details about the production, generation and transportation of energy, which if publically available could 
be useful in planning an attack on critical infrastructure in the North Hampton Road area of the 
Commonweaith of Virginia, namely the electric transmission system. 


Respectfully submitted, 

/s/Michael C. Regulinski 

Michael C. Regulinski 
Managing General Counsel 
Dominion Energy Services, Inc. 

120 Tredegar Street, RS-2 
Richmond, Virginia 23219 
Phone: (804) 819-2794 

Email: michael.regulinski@dominionenergv.com 
Craig Glazer 

VP, Federal Government Policy 
PJM Interconnection, L.L.C. 

Steven R. Pincus 
Associate General Counsel 
PJM Interconnection, L.L.C. 

955 Jefferson Avenue 
Valley Forge Corporate Center 
Norristown, PA 19403-2497 
Phone: 610-666-4370 
Email: pincus@,pim.com 


cc: Pat Hoffman, U.S. Department of Energy 

Catherine Jereza, U.S. Department of Energy 
Rakesh Batra, U.S. Department of Energy 
Katherine Konieczny, U.S Department of Energy 

Sanjay Narayan, Sierra Club Environmental Law Program (Public Version of Outage Schedule) 


“ 18 C.F.R. Section 388,113(c)(1) and (2). 
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Document 117 


From: 

TO! 

Cc: 

Subject: 

Date: 


Michael Regulinski 

Secretary Perrv : Hoffrnan. Patricia : Jereza, Catherine ; Batra, Rakesh ; Koniecznv, Katherine 

Bryson. Mike E. : Souder. David W. : Tam. Simon K.: Glazer. Craig: CHara. Chris: Robinson. Eveivn ; Pincus, 

Steven : ”Buriew. James M.“ : ”Mars. Jennifer A.”: Mike Banner; Mohammed Aifawo.umi 

RE: DOE Order 202-18-3 Report 

Friday, March 16, 2018 2:58:22 PM 


The password for the CEII file is; (b) (6) 

Best, Mike 

Michael C. Regulinski 
Managing General Counsel 
Dominion Energy Services, Inc. 
tieline: 738-2794 
P: (804) 819-2794 
C;{b){6) 

michael.regulinski@dominionenergy.com_____ 

From: Michael Regulinski {Services - 6) 

Sent: Friday, March 16, 2018 2:56 PM 

To: The.Secretary(5)hq.doe.gov'; 'Hoffman, Patricia'; 'Catherine.Jereza(®HQ.DOE.GOV'; 'Batra, Rakesh'; 
'Katherine.Koniecznv@HQ.DOE.GOV' 

Cc: 'Bryson, Mike E.'; 'Souder, David W.'; 'Tam, Simon K.'; 'Glazer, Craig'; 'O'Hara, Chris'; 'Robinson, Evelyn'; 
'Pincus, Steven’; 'Burlew, James M.'; 'Mars, Jennifer A.'; 'casev.roberts@sierraclub.org'; 
'sanjay.narayan@sierraclub.org'; Mike Barmer (PowerDelivery - IT); Mohammed Alfayyoumi 
(PowerDelivery- IT) (mohammed.alfayvoumi@dominionenergy.com) 

Subject: DOE Order 202-18-3 Report 

Confidential Contains CEII Material 

Dear Secretary Perry: 

PJM Interconnection, LLC and Virginia Electric and Power Company, dba Dominion Energy 
Virginia, respectfully submit the following in compliance with Order No. 202-18-3: 

1. Report on Yorktown Units 1 and 2 Revised Construction Schedule; 

2. Public version ofSkiffes Creek outages table (CEII material redacted); and 

3. Non-Public version of Skiffes Creek outages table (password protected contains CEII 

material). 

Please contact me if you have any questions. 

I will send the password for the CEII file by separate email to Dominion, PJM and DOE 
personnel only. 

Thanks, 

Michael C. Regulinski 
Managing General Counsel 
Dominion Energy Services, Inc. 
tieline: 738-2794 
P: (804) 819-2794 
C:(b) (6) 

michaei.regu(inski@dominionenergv.com 





CONFIDENTIALITY NOTICE: This electronic message contains information which may 
be legally confidential and or privileged and does not in any case represent a firm ENERGY 
COMMODITY bid or offer relating thereto which binds the sender without an additional 
express written confirmation to that effect. The information is intended solely for the 
individual or entity named above and access by anyone else is unauthorized. If you are not the 
intended recipient, any disclosure, copying, distribution, or use of the contents of this 
information is prohibited and may be unlawful. If you have received this electronic 
transmission in error, please reply immediately to the sender that you have received the 
message in error, and delete it. Thank you. 



Document 118 


From: 

To: 

Subject: 

Date: 

Attachments: 


Mkbael Regdlnski 
Batra. Rakesh 

RE: DOE Order 202-18-3 Report 

Friday, March 16, 2018 3:AO:20 PM 

mr Skiffes Creek outages table 031218.Ddf 


Michael C. Regulinstci 
Managing General Counsel 
Dominion Energy Services, Inc. 
tieline; 738-2794 
P; (804) 819-2794 
C: (b)(6) 

michael.regulinski@dominionenergy.com _ _ _ 

From; Batra, Rakesh [mailto:Rakesh.Batra@Hq.Doe.Gov] 

Sent: Friday, March 16, 2018 3:36 PM 

To: Michael Regulinski (Services - 6); Secretary Perry; Hoffman, Patricia; Jereza, Catherine; Konieczny, 
Katherine 

Cc: Bryson, Mike E.; Souder, David W.;Tam, Simon K.; Glazer, Craig; O'Hara, Chris; Robinson, Evelyn; 

Pincus, Steven; 'Burlew, James M.'; 'Mars, Jennifer A.'; casey.roberts@sierraclub.org; 
sanjay.narayan@sierraclub.org; Mike Barmer (PowerDelivery - IT); Mohammed Alfayyoumi (PowerDelivery 
-IT) 

Subject: [External] RE: DOE Order 202-18-3 Report 

I am unable to extract the .zip attachment. Please resend as a password protected pdf. 
Thanks, 

Rakesh 

From: Michael Regulinski [mailto:michael.reeuiinski@dominione nergv.coml 
Sent: Friday, March 16,2018 2:56 PM 

To: Secretary Perry <The.Secretarv@ha.doe.gov> : Hoffman, Patricia 
< Pat.Hoffman@ha.doe.gov >: Jereza, Catherine <Catherine.J ereza@Ha.Doe.Gov>: Batra, 
Rakesh <Rake.sh.Batra@HQ.Doe.Gov> : Konieczny, Katherine 
<Katherine.Koniecznv@Ha.Doe.Gov> 

Cc: Bryson, Mike E. <Michaei.Bryson@Pim.com> : Souder, David W. 
< David.So(ider@nim.com> ; Tam, Simon K. <Simon.Tam@pim,com> : Glazer, Craig 
< Craig.Gla 7 er@Dim.com >: O'Hara, Chris <Chris.OH3ra@pim.com >: Robinson, Evelyn 
<Fvelvn.Robinson@Dim.com >: Pincus, Steven <Steven.Pincus@pim.com> : 'Burlew, James 
M.' <James.Burlew@pim.com >: ‘Mars, Jennifer A.' <iennifer.Mars@pim.com> : 
casev.roberts@sierraclub.org: saniav.naravan@sierraclub.org: Mike Barmer 
<mike.barmer@dominionenergv.com> : Mohammed Alfayyoumi 
<mohammed.alfawoumi@dominionenergv.com > 

Subject: DOE Order 202-18-3 Report 

Confidential Contains CEH Material 

Dear Secretary Perry: 

PJM Interconnection, LLC and Virginia Electric and Power Company, dba Dominion Energy 
Virginia, respectfully submit the following in compliance with Order No. 202-18-3: 

1. Report on Yorktown Units 1 and 2 Revised Construction Schedule; 

2. Public version of Skiffes Creek outages table (CEH material redacted); and 

3. Non-Public version of Skiffes Creek outages table (password protected contains CEli 








material). 

Please contact me if you have any questions. 

I will send the password for the CEII file by separate email to Dominion, PJM and DOE 
personnel only. 

Thanks, 

Michael C. Regulinski 
Managing General Counsel 
Dominion Energy Services, Inc. 
tieline: 738-2794 
P: (804) 819-2794 
C;(b) (6) 

michael.regulinski(S)dominionenerev.com 


CONFIDENTIALITY NOTICE: This electronic message contains information 
which may be legally confidential and or privileged and does not in any case represent 
a firm ENERGY COMMODITY bid or offer relating thereto which binds the sender 
without an additional express written confirmation to that effect. The information is 
intended solely for the individual or entity named above and access by anyone else is 
unauthorized. If you are not the intended recipient, any disclosure, copying, 
distribution, or use of the contents of this information is prohibited and may be 
unlawful. If you have received this electronic transmission in error, please reply 
immediately to the sender that you have received the message in error, and delete it. 
Thank you. 


CONFIDENTIALITY NOTICE: This electronic message contains information which may 
be legally confidential and or privileged and does not in any case represent a firm ENERGY 
COMMODITY bid or offer relating thereto which binds the sender without an additional 
express written confirmation to that effect. The information is intended solely for the 
individual or entity named above and access by anyone else is unauthorized. If you are not the 
intended recipient, any disclosure, copying, distribution, or use of the contents of this 
information is prohibited and may be unlawful. If you have received this electronic 
transmission in error, please reply immediately to the sender that you have received the 
message in error, and delete it. Thank you. 





































NON-PUBLIC CONFIDENTIAL - CEII 



NON-PUBLIC CONFIDENTIAL - CEII 












NON-PUBLIC CONFIDENTIAL - CEII 
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NON-PUBLIC CONFIDENTIAL - CEII 

Skiffes Creek CoiretrucBon Transmission Outage Schedule and Yorklown Units 1 and 2 Emission Estimates as of March 12,2018 (sub|ect to change) 


H 

O 

o 

q q q , q q q q q 
ooo OOOOO 

04-2019 

o 

o 

ooo ,qqqqq 
odd d d d d d 

03-2019 

o 

o 

ooo ,qqqqq 
ddd ddddd 

a 

n 

s 



|5$i||ssa 

01-2019 

rH 

rsi 

asaas §Pi s$ 
a «N R s ° ° 

00 

rH 

S 

s 

m 





a 

oSSO.fi ooD Li, o 


Days over 
load 

threshold 

Hours 

over Load 
Threshold 

Dominion 

Emission 

Estimates 

(tons) 






Document 119 


From; Michael Regulinski 

Xo* Secretary PeiTv: Hoffman. Patricia: Jereza, Cathedoe : gatra, Ra|c^; Konieczny, Kath^OD g 

Rnicnn MikP F ■ Snii Hpr. David W.: Tam. Simon K.: Glazer. Cfaiq; O^Hara, Chm ; Robinson, Evdi Si; £il!Q)S> 
.qtftvpn: "RiiHpw. lamasM”: "Mara. lenniferA.': raq.v.rnherts(a5ien-aciub.orq: samay.narayanglsierradtib.ofg ; 
Mike Barmer: Mohammed Alfawoumi: **kfinto@hurvton.tom! 

Subject: Yorktcfwn Unite Test Run Report: DOE Order 20M8-3 

Date: Wednesday, April 25,2018 3:43:43 PM 

Attachnieiits; DOE Report April Yorktown Run A pril 11 test run.pdf 

Yofktown Bi-Weekiv Hourly Emissio ns Data.pdf 
YT12 Intake QrculatinQ Water Usaae.pdf 


Dear Secretary Perry: 

PJM Interconnection, LLC and Virginia Electric and Power Company, dba Dominion Energy Virginia, 
respectfully submit the following in compliance with Order No. 202-18-3; 

1. Report on Yorktown Units 1 and 2 Test Run. 

Please contact me if you have any questions. 

Michael C. Regulinski 
Managing General Counsel 
Dominion Energy Services, Inc. 
tieline; 738-2794 
P: (804) 819-2794 
C: (b)(6) 

michaei.reguHnski@dominionenergy.com 


CONFIDENTIALITY NOTICE: This electronic message contains infonnation which may 
be legally confidential and or privileged and does not in any case represent a firm ENERGY 
COMMODITY bid or offer relating thereto which binds the sender without an additional 
express written confirmation to that effect. The information is intended solely foi the 
individual or entity named above and access by anyone else is imauthorized. If you are not the 
intended recipient, any disclosure, copying, distribution, or use of the contents of this 
information is prohibited and may be unlawful. If you have received this electronic 
transmission in eiTor, please reply immediately to the sender that you have received the 
message in error, and delete it. Thank you. 



Dominion Energy Services. Inc. 

Law Department 

120 Tredegar Street, Richmond, VA 23219 
DominionEnergy.com 



Dominion 

Energy^ 


April 25,2018 


The Honorable James Richard Perry 
Secretary of the Energy 
United States Department of Energy 
1000 Independence Ave, SW 
Washington, DC 20585 

Re: Report on Yorktown Units 1 and 2 Operations Pursuant to Order No. 202-18-3 

Dear Secretary Perry: 

Pursuant to Order No. 202-18-3 {the “Order”) issued March 13, 2018 by the Secretary of Energy 
(“Secretary”), PJM Interconnection, L.L.C. (“PJM”) and Virginia Electric and Power Company 
(“Dominion Energy Virginia”) respectfully submits the attached report regarding a test run of Yorktown 
Units 1 and 2 on April 11,2018 in accordance with the Secretary’s directive to “report all dates on which 
Yorktown Unites 1 and 2 are operated as well as the estimated emissions and water usage data associated 
with their operations.”’ 

In the PJM application submitted June 13, 2017 (incorporated by reference in the PJM February 
28 Renewal Application), PJM explained that emissions from the plant would occur at times outside of 
periods where PJM dispatches the Yorktown units for reliability.^ These times include basic and periodic 
maintenance activities, and compliance related activities, undertaken to ensure the units remain reliable 
and capable of operating when necessary. These activities are consistent with normal operating 
procedures and good engineering practices, and include operating equipment for maintenance testing and 
reliability check out, testing of fuel systems, tuning of units, required emissions or operational testing, and 


‘ Order at page 2. The Order is for the period March 14 to June 11, and directs the emission report to be submitted 

every two weeks. April 25 is the end of the third two week period. 

^ PJM Application at page 13, incorporated by reference in the February 28 PJM Renewal Application at page !. 
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other operating procedures. Without performing these activities Dominion Energy Virginia may not be 
prepared to run the Yorktown Units when directed by PJM to ensure system reliability. 

On April 11, for approximately 7 hours, Dominion Energy Virginia tested equipment on the 
Yorktown Units as part of an effort to ensure reliability of these two units when called upon by PJM to 
provide grid stability. This testing included running sub-systems and firing of ignitors and warm up 
burners to functionally test and verify operation for start-up. Dominion Energy Virginia did not fire the 
boiler for any extended period but just long enough to cycle through all the ignitors and warm up the 
burners. Dominion Energy Virginia tests each unit individually; the first run was the unit 1 reliability test 
and the second run was the unit 2 reliability test run. The two tests differed in duration due to 
troubleshooting of equipment issues for the start-up as well as working through some opacity issues that 
is commonplace when a boiler sits for a period of time and ash settles in the ductwork. The Yorktown 
generators did not generate any power transmitted to the grid during the test. 

Dominion Energy Virginia plans for testing the units depends on whether PJM dispatches the 
units and they operate. If PJM dispatches the units and they run, Dominion Energy Virginia plans on 
conducting these tests 2-1/2 to 3 months after the last run. 

Attachment 1 to this report is the Yorktown Power Station Bi-weekly Emissions Data for April 3 
to April 16 that shows the actual runtime and air emissions data for the period in pounds per hour and 
total tons for NOx, S02, C02, PMIO, lead, mercury, HCl, and HF. This spreadsheet Includes hourly 
runtime data for the equipment for the Yorktown units, and raw and calculated data showing emissions 
data associated with operations of the equipment. Pounds per million Btu and pounds per trillion Btu 
calculations are not provided with this submittal as these values would not be meaningful for the limited 
hours of run time observed during this period. 

NOx and S02 emissions are based on valid hours of Continuous Emissions Monitoring System 
(CEMS) data for the period. PM-10 emissions are based on the emission factor derived from the July 21, 
2017 stack test (0.0168 Ibs/mmBtu corrected to 0.1143 Ibs/mmBtu calculated for PM-10 filterable plus 
condensable). C02 emissions are based on valid CEMS hours for the operating period. All other 
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emissions were calculated using emission factors from AP-42, Fifth Edition, Volume 1, Chaptei 1, 
External Combustion Sources and calculated hourly coal consumption in tons.^ 

Attachment 2 of this report is entitled “Yorktown Power Station April 11 Circulating Water 
Usage.” This report provides the intake circulating water usage for the test of the Yorktown units. 

PJM and Dominion Energy Virginia respectfully submits the information in this report be 
accepted by the Secretary as compliant with the Order’s directives to report all dates on which Yorktown 
Units 1 and 2 are operated well as the estimated and actual emissions and water usage data associated 
with their operations. 

Respectfully submitted, 

/s/ Michael C. Regulinskl _ 

Michael C. Regulinski 
Managing General Counsel 
Dominion Energy Services, Inc. 

120 Tredegar Street, RS-2 
Richmond, Virginia 23219 
Phone: (804) 819-2794 

Email: michael.regulinski@.dominionenergv.com 

Steven R. Pincus 
Associate General Counsel 
PJM Interconnection, L.L.C. 

955 Jefferson Avenue 
Valley Forge Corporate Center 
Norristown, PA 19403-2497 
Phone: 610-666-4370 
Email: pincus@pim.com 

Craig Glazer 

VP, Federal Government Policy 
PJM Interconnection, L.L.C. 


PatHofiFman, U.S. Department of Energy 
Catherine Jereza, U.S. Department of Energy 
Rakesh Batra, U.S. Department of Energy 
Casey Roberts, Sierra Club Environmental Law Program 


^ Mercury and lead emissions were calculated using AP-42, Table 1.1-18. CO emissions were calculated using 
emission factors from AP-42, Table 1.1-3. Total HAP metals and individual HAP metals ai e not provided because 
MATS Table 2 (40 CFR 63, Subpart UUUUU) provides for compliance with either the PM limit or total non¬ 
mercury HAP metals limits or individual HAP metals. Dominion Energy Virginia is providing PM-10 emissions for 
the purposes of MATS. HCl and HF emissions were calculated using emission factors from AP-42, Table 1.1-15, 
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Dominion Energy - Yorktown Power Station 
Bi-Weekly Mass Emissions 
Apr 03,2018 through Apr 16,2018 
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Dominion Energy - Yorktown Power Station 
Bi-Weekly Mass Emissions 
Apr 03,2018 through Apr 16,2018 
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Attachment II 


Yorktown 

Power Station Aori 

112018 Circulatlne Water Usaee 

Unit 

Cooling Water On- 
Line 

Cooling Water 
Off-Line 

Days 

On-Line 

Total Cooling 
Water Days 

Total Water 
Amount (Mgal) 

1 

4/11/18 13:53 

4/11/18 20:56 

0.29 

0.29 

47 


Unit 

Cooling Water On- 
Line 

Colling Water Off- 
Line 

Days 

On-Line 

Total Cooling 
Water Days 

Total Water 
Amount (Mgal) 

2 

4/11/18 8:46 

4/11/18 20:23 

0.48 

0.48 

69 


Total million gallons through Unit 1 & 2 


116 





Document 120 


From: Michael Regulinski 

To: Secretary Perrv: Hoffman. Patricia: Jereza. Catherine: Batra, Rakesh: Kontecznv. Katherine 

Cc: Brvsor>. Mike E.; Souder. David W.: Tam. Simon K.: Gfazer. Craio: 0"Hara. Chris; Robinson. Eyehm; Pincos, 

Steven: "Burfew. James M.”: ”Mars. Jennifer A.”: casev.robeits@siefradub.orQ: saniay.naravan@siefraclub.Qrq: 
Mike Barmer: Mohammed Alfawoumi 

Subject: Yorktown Units Operadons Report; Order No. 202-18-3 

Dale: Wednesday, May 09, 2018 4:06:48 PM 

Attachments: DOE Report May 2-5 emission data.[>df 

Copy of Yorktown Bl-Weeidv Hourly Emissions Data 20180423-2i)19{l5()6 (Attachment D.xisx 
YT12 Intake QrculatinQ Water Usage May 2 5 IB.xIsx 


Dear Secretary Perry: 

PJM interconnection, LLC and Virginia Electric and Power Company, dba Dominion Energy Virginia, 
respectfully submit the following in compliance with Order No. 202-18-3; DOE Report Yorktown 
Units 1 and 2 Operations. 

Please contact me if you have any questions. 


Michael C. Regulinski 
Managing General Counsel 

Dominion Energy Services, inc. 
tieline; 738-2794 
P; (804) 819-2794 

C;{b)(6) 

michaeI.regulinski@dominionenergy.com 


CONFIDENTIALITY NOTICE: This elechonic message contains information which may 
be legally confidential and or privileged and does not in any case represent a fiiin ENERGY 
COMMODITY bid or offer relating thereto which binds the sender without an additional 
express written confirmation to that effect. The information is intended solely for the 
individual or entity named above and access by anyone else is rmauthorized. If you are not the 
intended recipient, any disclosure, copying, distribution, or use of the contents of this 
information is prohibited and may be imlawfiil. If you have received this electrouic 
transmission in error, please reply immediately to the sender that you have received the 
message in error, and delete it. Thank you. 


Dominion Energy Services, Inc, 

Law Department 

120 Tredegar Street, Richmond, VA 23219 
D 0 nnini 0 nEner 9 Y.com 



Dominion 

Energy^ 


May 9 ,2018 


The Honorable James Richard Perry 
Secretary of the Energy 
United States Department of Energy 
1000 Independence Ave, SW 
Washington, DC 20585 

Re: Report on Yorktown Units 1 and 2 Operations Pursuant to Order No. 202-18-3 

Dear Secretary Perry: 

Pursuant to Order No. 202-18-3 issued on March 13, 2018 (the “Order”) by the Secretary of 
Energy (“Secretary”), PJM Interconnection, L.L.C. (“PJM”) and Virginia Electric and Power Company 
(“Dominion Energy Virginia”) respectfully submit the attached air emissions report regarding PJM’s 
dispatch of Yorktown Units 1 and 2 from May 2 througli May 5, 2018, including the periods needed to 
startup and ramp down the units. This report is submitted in accordance with the Secretary’s directive 
that every two weeks PJM and Dominion are to “report all dates between March 13, 2018 and June 11, 
2018, on which Yorktown Units 1 and/or 2 are operated, and the associated air emissions and water usage 
data for those dates.”' 

In the Order, the Secretary determined “that an emergency continues to exist in the North 
Hampton Roads area of Virginia due to a shortage of electric energy and a shortage of facilities for the 
generation of electric energy.” The Secretary found that the issuance of this Order will meet the 
emergency and serve the public interest as required by Federal Power Act Section 202(c)”^ In doing so, 
the Secretary directed Dominion Energy Virginia to operate Yorktown Units 1 and/or 2 as directed by 
PJM only as needed to ensure grid reliability for a 90-day period March 13, 2018 through June 11,2018.^ 

On May 1 at approximately 08 hundred hours, PJM directed Dominion Energy Virginia to have 
Yorktown Unit 2 available the next day, and Dominion Energy Virginia began the startup process and the 
unit was on line and generating power on May 2 at 18 hundred hours. On May 2 at approximately 05 


* Order at page 2. 
^ Order at page L 
Order at page 2. 


1 



hundred hours, PJM directed Dominion Energy Virginia to have Yorktown Unit 1 available the next day, 
and Dominion Energy Virginia began the startup process and Unit 1 was on line and generating power on 
May 3 at 15 hundred hours. PJM dispatched both units offline at approximately 00 hundred hours on 
May 5, and Dominion Energy Virginia took the units offline at about 02 hundred hours on May 5. 

Attachment 1 to this report is the Yorktown Power Station Bi-Weekly Mass Emissions for April 
23 through May 6 that shows the actual runtime and air emissions data. This spreadsheet includes hourly 
runtime data for Yorktown Unit 2, hourly gross Megawatt (MW) outputs, and raw and calculated data 
showing air emissions data associated with operations of Yorktown Unit 2* 

The information in Attachment 1 reports Yorktown Unit 2 hourly emissions of PM-10 and S02 in 
pounds per hour and pounds per million BTU, and mercury in pounds per hour and pounds per trillion 
BTU (Mercury and Air Toxics Standards (MATS) format) for the operating period beginning December 
6,2017 through January 8,2018. Additionally, Attachment 1 provides Unit 2 hourly emissions of NOx in 
pounds per hour, greenhouse gases (as C02) in tons per hour, lead in pounds per hour, HCl in pounds per 
hour, HF in pounds per hour, and CO in pounds per hour. NOx and S02 emissions are based on valid 
hours of Continuous Emissions Monitoring System (CEMS) data for the period. PM-10 emissions are 
based on the emission factor derived from the July 21,2017 stack test (0.0168 Ibs/mmBtu corrected to 
0.1143 Ibs/mmBtu calculated for PM-10 filterable plus condensable), C02 emissions are based on valid 
CEMS hours for the operating period. All other emissions were calculated using emission factors from 
AP-42, Fifth Edition, Volume 1, Chapter 1: External Combustion Sources and calculated hourly coal 
consumption in tons. ’ 


The Yorktown units can emit pollution while not generating MWs (e.g. during standby, startup and shutdown 
sequences). Thus, Attachment 1 shows the MW output during the period Yorktown Units I and 2 provided power to 
the grid including startup and shutdown processes and it shows the emissions data for operations of the Units 
including times when the unit was not generating power. 

^ Mercury and lead emissions were calculated using AP-42, Table 1.1-18. CO emissions were calculated using 
emission factors from AP-42, Table 1.1-3. Total HAP metals and individual HAP metals are not provided because 
MATS Table 2 (40 CFR 63, Subpart UUUUU) provides for compliance with either the PM limit or total non- 
mercury HAP metals limits or Individual HAP metals. Dominion Energy Virginia is providing PM-10 emissions for 
the purposes of MATS. HCl and HF emissions were calculated using emission factors from AP-42, Table 
1.1-15. 


2 



Attachment 2 to this report is the Yorktown May 2-5 Circulating Water Usage report for the 
Yorktown Units 1 and 2 operations required by the Order. Operation of cooling water pumps extends 
over a period of time longer than unit operation to facilitate cooling of plant components that support the 
boiler and turbine. As a general rule cooling water will continue to be pumped until the turbine metal 
temperature is less than 300 °F. However, sometimes additional cooling water is necessary to complete 
proper cool down of auxiliary equipment and lubrication fluids after the turbine metal reaches 300 °F, aS 
was the case with the Yorktown Units 1 and 2 operations in May. As shown in Attachment 2, water 
continued to be circulated through Unit 1 until approximately 21 hundred hours on May 6, and until 
approximately 15 hundred hours on May 8 for Unit 2. 

PJM and Dominion Energy Virginia respectfully submits the information in this report be 
accepted by the Secretary as compliant with the Order’s directives to report all dates on which Yorktown 
Units 1 and/or 2 are operated between March 13 and June 11,2018 as well as the associated air emissions 
and water usage associated with their operations. 

Respectfully submitted, 

/s/Michael C. Resulinski _ 

Michael C. Regulinski 
Managing General Counsel 
Dominion Energy Services, Inc. 

120 Tredegar Street, RS-2 
Richmond, Virginia 23219 
Phone: (804) 819-2794 

Email: michael.regulinski@dominionenergy.com 

Steven R. Pincus 
Associate General Counsel 
PJM Interconnection, L.L.C. 

955 Jefferson Avenue 
Valley Forge Corporate Center 
Norristown, PA 19403-2497 
Phone: 610-666-4370 
Email: pincus@pim.com 


cc: Pat Hoffman, U.S. Department of Energy 
Catherine Jereza, U.S. Department of Energy 
Rakesh Batra, U.S. Department of Energy 
Casey Roberts, Sierra Club Environmental Law Program 

3 



Attachment 1 Dominion Energy -Yorktown Power Station 
Bi-Weekly Mass Emissions 
Apr 23, 2018 through May 06, 2018 
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Attachment 1 Dominion Energy-Yorktown Power Station 
Bi-Weekly Mass Emissions 
Apr 23, 2018 through May 06, 2018 
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Attachment 1 Dominion Energy-Yorktown Power Station 
Bi-Weekly Mass Emissions 
Apr 23, 2018 through May 06, 2018 
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Attachment 1 Dominion Energy - Yorktown Power Station 
Bi-Weekly Mass Emissions 
Apr 23 , 2018 through May 06, 2018 
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Attachment 2 Yorktown Power Station Mav 2-5 2018 Circulating Wa 


Unit 

On-Line 

Off-Line 

Days 

On-Line 

start-up Coiling 
Water Pumps 

Tubine Metal 
Temp < 300 deg 

M 

5/3/18 15:48 

5/5/18 1:13 

1.39 

5/2/18 12:13 

5/6/18 21:18 


Million gallons of Intake Circulating Water th 


Unit 

On-Line 

Off-Line 

Days 

On-Line 

Start-up Cooling 
Water Pumps 

Tubine Metal 
Temp <300 deg 

2 

5/2/18 19:01 

5/5/18 1:13 

2.26 

5/1/18 14:40 

5/8/18 15:28 




Million gallons of Intake Circulating Water tf 


Total million gallons through Unit 1 










































